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Dep't Store, 

I White Sale and 
Clearance Sale 
Bes^ins Jan. 1 3, 
Ends Jan. 'Z7. 



SIMON DEPARTMENT STORE 
Parift, Kentucky 
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What Say You? 

You CAB borrow mootty throui^h the banks at 




mmd hmj 



enough to pay 



mmd save more than 
Try it 



16 lbs. Granulated Sugar • $1.00 

8 bars Lenox Soap 25c 

3 boxes Matches p 10c 

2 cans oood Corn l-">c 

Full (ii. can Karo Syrup 10c 

Dry Salt Bacon, per lb 10c 

Pure Hog Lard, per lb • • 12c 

Navy Beans, per lb • l-2c 

Lima Beans, per lb 8c 

Blu2 Ribbon Flour, 25 lb. Sack 70 

Bflue Ribbon Flour, 50 lb. Sack "... 1.40 

Blue Ribbon Flour, 100 lb. Sack 
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The above is only a few of the many bargains 
have for you. We have a large and fresh stock of every- 
thing in the grocery line and invite you to our store and 
become one of our customers and see how much money 
we can save you. We also want to buy all of your eggs 
and butter and will pay the top market price for tbem in 
spot cash. 

You get v/hat you buy at our store and we are not 
ai iaid to make the price right. Why? Because it's cash 
to all, and credit to none, and you don't have lo pay for 
V hat the other fellow don't pay for. Call and see us, or 
'phone 234 either phone. 



T. C. LENIHAN, 

Cash Grocery. 

Both Phones 234 



' Normal Defeats HifSh School Five 

j In an intensely interesting and ex- 
c iting contest at the High School Gym- 
nasium Friday evening the Var'rs High 
' School basket ball team went down in 
I deleat before the Eastern Kentucky 
I Normal team by a score of 24 to 16. 
I The local team extended themselves in 
the first half and looked to be easily j 
thfc best bat by clever team work and ; 
accurate goftl tbrowing on ibe part of [ 
their cpponents, tbey overeoind the 
lead in the last half aid waJked away 
with the contest. 

The game was marked by fast work 
j throughout and many fouls were called 
I for rough work four of which were 
[counted on each .side. In the last half 
] Broddus, the Richmond forward, be- 
came incensed at a decision of Umpire 
j Lancaster and as a result was ejected 
from the game, and Maynard vvr.y 
1 substituted. 
! In the first half the Paris boys count- j 
j ed ten points on four field goals and 
two fouls while Richmond counted 
' eight on two fou's and three field 
j goals. The ]ct*al boys were very 
' aggressive and exercised ^reat skill in 
the tirst period but in the last halt 
their defense was puar which aided 
their opponents to a great extent. 

In the last period Slicer was substi- 
tuted for Meglone and Ucrton was re- 
placed hy Uejarnetc. The latter change 
proved tu be diaastrous and to tb^ de- 
fense put ap by Dejarnett ii. attribut- 
ed the defeat of tha faria team, five of 
the goals in the latter half being the 
resuK of poor sruarding. 

Meglone. Curtis and Slicer ware the 
stars of the locals, each being re- 
sponsible foi four points, while 3inr:- 
mons was class of the visitors. Dur- 
ing the contest he threw six field 
goals, counting one-half of the points 
made by the Normal team. The line- 
up was : 

P. H. S.— Thompson, Meglone and 
Slicer, guards; Curtis, center; Horton, 
Dejarnett and Chisholrn. forward.-^. 

Eastern Normal— Ham ana Jordan, 
guards; Simmons, centei- : Broddus, 
Uye and Maynard, forwards. 

Urnj)ire and Referee— L?noa5ter of 
Pari?. Wilson, of Richmond. 

The contest between the girls of the 
Paris HigK School and the Richmond 
High iSch^ol rpsulted in an overwhelm- 
ing defeat for the visitors by a scora 
of 44 to 0. The visitors were never 
dangerous and the contest was too one- 
sided to be of interest. Misses Heller, 
faul. Denton and Rummans being the 
stars, the latter throwing eight goals 
whila Miss Heller was next with five. 
The line-up was: 

i\ H. 8.— Heller and Chambers, 
guards; Hayden, eeBter;Taol, Denton, 
Rummans and Slicer, forwards. 

R. H. S.— Martin and Jones, guards; 
Clarke nMf Broddns, center ; DavMsen' 
and Sberreik ferwards. 

Call aai See. 

Your special attention is called to 
the reductions in elotbing and ahirts 
we are now offering. Call and see. 
19 2t MITCHELL & BLAKEMOKE. 

Fire Damai^es Church. 

Fire, which originated from an over- 
neattd furnace, came near destroying 
toe Christian ebureb at Little Ruck 
Sunday momiiui. Daring the services 
which were being conducted by Elder 
D. Stoner.it was noticed the house be- 
came very warm and the congregation 
was dismissed. An investigation dis- 
closed the joist under the auditorium 
burning fiercely. The blaze was ex- 
tinguished with small damage, but 
later in the day broke out again and 
before the blazti could be controUed.the 
building was considerably damaged. 

Fire and tornado insurance. 
McCLURE & CLENDCNIN. 





WE KNOW MOW '» 

I J anuary Clearance Sale 

ON ALL WINTER GOODS! 



<il/ 



Suits, Overcoate, Underwear, Shirts and Men's 

Furnishings. Now is Your Chance to Buy 
a Suit or Overcoat at Reduced Prkes. 

And if You Are in Need of Under Clothes, thb is the 

Store to Make Your Purchase. 




v.^.^. ^ >g • ^ 1 ^ 



Go to Back's. 

For a nice batb. bair cut or shave, 
go to Buck's barber shop. Three first 
class barber-. 13 tf 





' — 







REDUCTION SALE OF 
PRICE & CO. 



Men's Suits and Overcoats. 

2S.M. 

22.50 
20.00 
18.00 
l&M 
123* 

If in need, now u your time to bay. Come 
and gel a good selection. 

PRICES 60. Gioiniers 



I 
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$35.00 Suits and OvercoaU 


$27.95 


30.00 Suite .„ 


23.95 


27.50 Suite _ . 


...» 21.95 


25.00 Suits......^ : 


_ 18.95 


22.50 Suite _ - 


16.95 


20.00 Suite 


^ 14.95 


1800 Suite 


13.45 


15.00 Suite ^ ^ 


11.95 


12.50 Suite 


9.95 


10.00 Suite 


7.45 



Manhattan Shirts 



$2.50 Shirts 

2.00 Shirte. 



1.50 Shtfte. 



1.00and$1.50Shirte 



$1.8S 

1.48 
1.1 S 



s 
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For THE Bargains See 

IVlUchell & Blakemorey 



Outfitters to IVlen 



Kentucky 



i 
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FRANK & CO. 

The Store Where Reliability Reigns. 




.BOW 


$22.50 


...BOW 


1S.75 


...now 


17.00 


...now 


15.00 


.now 


13.50 


..jk>w 


11.75 , 




935 


...now 


7.50 










DEATH. 



—Mrs. Margaret Cravens died Wed- 
nesday night at iier Home near Little 
Rock, from the infirmities of age in 
her eighty-ninth yeai. She had been 
in ill health for abjut two years and 
was partialiy paralyzed Her onlyxsur 
viving son. Mr. L. K. Critvens, is ill 
with nervoub trouble, and was anable 
to attend his mother's burial, which 
took place at Somerset Thursday. 

Many friends here learned with 
; regret of the death {Ot John V. Kyrne 
i who (lied of uraemic poison at the home 
I of his mothet- in Le.xin;iton. Mr. liyme 
I was a former resident of .Mt. Sterling: 
I and about three ypars a;^o iiccepted a 
I lucrative position in Chicajxc which he 
held until two years ago when he went 
to South Dakota. Takinj? up a honie- 
stea(i he remained until about two 
months ago. when nis health failing he 
returned home in a vain effort to re- 
cuperate. He was an exemplary 
i young man and 'was very popular and 
! numbered his friends hy his acuaint- 
I nnces His remains were taken to Mt. 
I Sterling for burial Monday 

I — Mrs. .Mollie Case, age(^ (i2 years, 
j died St The home of her niece, Mrs, 
j Joseph Jacoby. near Hutchison, this 
I county, Saturday after a short illness 
i of pbronchial pneumonia. Mrs. Case 
; was the widow of Joseph Case, and is 
j survived ti\ two sisters, Mrs. McLeod. 
i of Lexington, and Mrs. Edward 
! Barnes, of Cynthiana. She was the 
' stepmother of Mr. William Case and 
I Mrs. J. H. Huffman, both of this 
j county. 

I The funeral took place Sanday at 
1 the residencp of Mr. Joseph Jacoby at 
i eleven o'clock, the service-* being con- 
j ducted by Kev. S. A. Arnold, and the 
j remains were taken to Lexington 
I where they were interred in the Lex- 
i ington cemetery. 

! The pail-bearers were: William 
* Case, Edward i^ames, Edward W. 

Tills. Joseph Huffman, Joseph Jacoby 

1 nd John McLeod. 
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OUR 

^ Big Clearance Sale 

Will Last One More Week. 
Sale Ends January 27 th. 

Chmce of Any Wintor Suit 

OR 

* Any Fancy Cloak, $10.00 Each. 
Big Bargains in Fur Muffs and Sett. 
Silks and Dress Goods. 
Renmants of all Kinds. 

Don't Miss This Sale- 

~' I ^ 

Frank & Co. 

Paris, - r Kentucky 
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ALL THE COMFORTS OF HOME. 




will not be yours unless you 
have a parlo:.* stove as artistic 
&B it is serviceable. Have a 
look at the stoves in this hard- 
ware store. They are bright 
and att. -active and really l)etter 
heat makers than tlie ugliest 
old stove you ever saw. Pret- 
tiness costs nothing either. 
Plain stoves cannot be bouglit 
cheaper. 



THE BOURBON NEWS 

BOTH 'PHONES, KO. 320 MAIN STREET. 

SWIFT CHAMP. - - Editor and Owner 



[Entered at the Paris^ Kentaoky, Postoffice m Becond-eUun Mail Blatter. 



LOWBY & TALBOTT 



Established in 1^51 — 30 Years of Continuqus Publication 

————— — — f , ' 

Display advertisBmente, $1.00 per inch for first time; 50 cents per inch 
each subsequent insertion; reading notices, 10 cents per line each iMue ; 
reading notices in black type, 20 cents per line each issue; cards of thanks, 
c^ls on candidates and similar matter, 10 cents per line. 
Special rates for hig advertiiementa. 

PuBLiSHED Every Tuesday and Friday. 



ONE YBAR, 



IL.OO I SIX MONTHS 

Patabub in Advahob 




Patriotism 



The Efoni?ch i-. a kr^cr TTCtcr >. "life, liberty ani the ^afw 
suit of happiness" thc.i most people are aware. Patriotljo* 
can witiutand hunger but not dyspepsia. The conSnrsd J>3- 
peptic "is fit for treason, itratirgscis and spoils." Tl» 
who goes to the front for bis co;mtr>' with a 
will be a *.veak coldier sad « fault finder. 

A sound stoocach mmIbm ior food cadscMh^ 
health and hmsptpm^. 

Diseases of the stomach and otiaer ovtfms of di^sstiaa aad 
nntritioa are pronxpdy and permanently curci by the o( 



It hmMds mp tbo 

solid mascls. 



11.00 ^ 



The dealer 'vho oilers a subsiitote for the ** Discovery" i« 
only seeking to make the little more- profit naliaad lha 
sale of less meritorious preparadons. 

Dr. Pierce's Cbmmon Sense Medical Adviser is sent fre; 
on receipt of stamps to pay expense of mailing tnly. SeaJ 
21 one-cent stamps for the paper covered book, or 31 stamps 
for th9 cloth bound. Address World's Dispensary Medieal 
Aiioaiation, &. V. PSarae, M. D., PMsidsnt. Buialo, N. Y. 
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Bourbon Laundry 

DAVIS & FUNK, Props. 

Telepkoae Hn, 4. Offiee 0pp. Postoffice. 




A P rlicular Service For 

Particular People. 

They are pleased with our 
laundry work — tlie rest of 
course. Systematic, thorough 
painstakinf; work enables us 
to get your laundry out the 
day we promise it. and its 
quality is giuuranteed. Give 
us a trial older. Toa'U not 
ragtet it. 



Bourbon Laundry, 

Paris^ Kentucky. 



O. H. CHI^AULT, Pres. Z. T. SELLERS Vice-Prea. 

R. L. BAKER, Sect, and Treae. 
B. F. BUCKLEY and D. W. CSOTT, Managers. 

The Central Kentucky Tobacco 
Warehoutw Company 

(Inoovporated ) 

WarelKNise ftfld Redryer 

Na 574605 Sooth Upper Street 415-435 Sohth Slme^tone Street 

Both dhonea 965 

.^tfXINGTON, KENTUCKY 

OPEN DAY AND NIGHT 



Some Modern Daap es. 

We are glad tc see the beginning nf 

an agitation aKair..st some cf the out- 
landish and indecent dances that have 
come into fashion in this coontry in 
the past two or three year.s. 

How any reasonably decent human 
first got the real bright idea of taking 
s'jch a iTionster contrivtince as the 
"grizzily bear" dance from the lowly 
resort! in «ur big cities and introduc- 
ing it in €nt£rtainnr»enls attended by 
pure-minded young j^iils. is beyor.d the 
conaprehensive power cf the writer. 

And yet that is just what has bei»n 
done. There was f time not so veiy 
many years back 'vhen dancing was a 
social function in this country was 
more or less uniCornn aad more or leas 
fc'rraceful, Ihe dancing of the present 
day is frequently giotesque. and in 
nr?any instances absolutely indecent. 

While none of ttie more objection- 
able danc£s have gained a foothold in 
this community it is gratifying to note 
a ban has been put upon it in the 
social circles of the large cities, and 
before it woald have an opportunity to 
become popular among our p'ople 
here. Another word : In most eases 
the young girls who dance the "turkey 
troi" and the "grizzily bear" at re- 
spcetable gatherings ["do not realize 
either the history or significance of 
these dances. That is all the more 
reason why the unciean things should 
be sent back to the low dives and 
brothais where they had their origin. 

Rat as a Plagse Camer. 



We Are NmrOpen and Reedy For Buainess. 

The Leadinir Werehouse of Lexington Past Season. 

The Largest Loose Leaf House in the State. 

Sales capacity of five hundred thousand pounds daily. Room 
on driveways for one hundred and fifty loaded viagons. 
Stalls for three hundred horses. Our sales the past season 
amounted to four million pounds. With our large and well 
equipped warehoush: the experience and suesess of the past 
two : e?.rs enables us to guarantee our customers the best 
prices and the best treatment. Come and see us and look 
ouer our house before celling your tobacco. We have calci;- 
lators to figure the salis behind the auctioneers on the floor. 
As fast as the crop is sold the fanner gets his cash. Try 
us onoe aini you will oome back again. 

STOCKIIOLOEKS AND DIKIX'TOUS 



1. }'. Parnaivl, Louisvilk-. Ky. 
J. C S'one, Louisville. K\ . 
W. P. Barnard, Louisville, Ky 
B. C. Crawford, Louisville, Ky 
J. C. Bright, LooiavUle. Ky. 



O. H. Chenault, Lexington, Ky 
R, L. Baker, Lexington, Ky. 
Dan W. Scott, Lexington, Kv. 
Z. T. SeUera, Versaillefi, Kv." 
J. O. Boberta, Auctioneer. 



Roy McCray, of Bourbon, is with'the Central House, and 
will be pleased to have his friends bring^their tobacco to him 
and to 'come to the house to. see him at ail times, as he will 
be there to look after their interest. 




From the far East, once the abode 

of wise men, comes some interesting 
information concerning the rat in his 
modem role as a carrier of diseaiCj 

It has long been an accspted theory 
that rats are the chiey ag(>ncy in the 
carrying of the plague. Yet experts 

who have been conducting investiga- 
tions in Manchuria since the fearful 
epidemic appeared there in 1910 agree 
in givinj^ the rat a clean, bill of health. 
Careful search has failed to discover a 
single infected rat in the plague rid- 
d^n provinces. 

The criminal repsonsibility in this 
instance is transferred from the rat to 
the tarabagan. a fur bearing animal 
fairly common in Eastern Mongolia. 
But the tarabuj^^an i.- a member of the 
marmot family and therefore a rodent. 

Cpnsequently the findings of the ex- 
perts excilpato the rat, only to incul- 
pate a cousin of his. The question 
whether the mt is capable of carrying 
plague germs is not touched upon at 
all. He may be altogether blameless 
in this particular case, but his blood- 
guiltiness in other and similar out- 
breaks has not been disproven. 

In any event, the attitude of man- 
kind towards the rat is not likely to 
be altered because of the reportr, of 
these epxerts. He will continue to be 
regarded as noisome, vicious and dan- 
gerous. Hit extermination is demand- 
ed as a matter of precaution, even 
though one charge in the indictment 
against him has been atrielc^n out. 

Need for Enthusiasms. 
"My son, we should lay up a stock 
of absurd enthusiasms in our youth or 
else we shall reach tKe end of our 
journey with'iui empty heart, for we 
lose a great many of them by the 
way.-^Vlct«r Cherbslica. 



Charity. 

The noble worlc of charity was very 

noticeable in this community during 
the extremely cold weather and 
unfortanstes were proivded wi th c om- 
forts which fate had'der;ied^hem. The 
city and county ofiicials were besieged 
with appeals for assistance, and the 
organiaztions cf the churches con- 
tributed largely to the relief of the 
unfortnnatea. 

In a great many instances the charit- 
able organizations, the city and county 
were imposed upon. This is due to 
the fact that the methods used in dis- 
pensing chanty among the poor, was 
conducted along a line that fninished 
an cpportunity for them to secure re- 
lief from more than half a -lozm 
sources. 

This method of distributing charity 
dates far bacir. and our attention is 
called to the fact that in a number of 
instances relief has been extended zo 
families 3by fdifftnit orgaiiisatioBa cf 
therchurchea aa many as three er four 
times. 

This works quite a hardship, ^especi- 

ally to those who are devotin^r their 
time to the work and is an imposition 
upon those who give freely to the 
cause. The organizations of the vari- 
ous churches should combine and re- 
ceive contributions and distribute 
charity upon a systematical plan. This 
would furnish a means of reaching a 
lart^er number of suffering people with 
articled of food and clothini{ and elimi- 
nate the chances for the impoaitiena 
that have been heaped upon the good 
people of the community. 



GEO. W. DAVIS 

FDNERAL DIRECTOR AND UCENSED ElBAim 

BOIH'PHONE»-DAT 137;inOHT 999, 




The famous J Ss^ /^ Lamp 



The best part of die day it 
gadiered together around the lamp. 



J — - ■ ■ * «■ 



foiever. In tl 
'o Lamp. 
,000 oTthce Ri 



Tke otd dajrt of the smoky fireplace And fiid^oi^ rmMt me m 
pUcc Imtc cone tbe coaveniem oil md tha adiipaMable Ray< 
TW aie to^y. ta tbe Uaiiadaistai aba^ Bar* 3.000j 
laBM, fliviartkeir daa^ «riaiB li^ Ma Am SjOOQtOOO Imms. 

-i-?^k"?L!*^"'TL55r**^f*'"r?.'fe^^ low-poced R.TO 
Smirin f^T"*^ P" ?** ^ ^ < caM k *lhe ilfiiiil hMp mt the 



family. 

IW Rare isMade o( .olid braw. wMiliMdtn«i laVlil £atfi— « onument .n, 

r fwal^re Imp : w write for dMcrip^ 

atandard Oil Coxn|>uiy 

tIacorporatoO 



Waded Throo^h B^ood in China. 

J. Ogden, a Christian church mis- 
ionary arrived in San Francisco 
Thursday with his family after a 1,000 
mile journtey through China and Tibet, 
in which all narrowly escaped death. 

According to the misiionary he and 
his wife were compelled several times 
to wade tbrouRh blood in the journejf 
from Batang, Tibet, to tbe French pro- 
vince of Tong Kmg, China. They ar- 
ived Thursday on a Japanese liner, 

"The story of the iaolated evinces 
in Northern China is one that will 
shock the world, once it ia told." aaid 
Mr. 0«,dea. "I waa aent to Tibet six 
yeara ace aa a miaaionary. 

"The warlike Tihetana have taken 
jp arma and are using the revolutitn 
in China aa an excuse for plundering 
and pillaging. There ia far more to be 
feared, an far as th^ mis^icnaries are 
>.oncerned.from the Tibetans than theie 
is from the Manchus and Chinese." 

The Rev. Mr.Ogden and Mrs. Ogden 
have many relative.<^ in Nicholas coun- 
y, their former home, and were re- 
garded as the special representative ot 
the Christian church in |that*county in 
ihe mission field. g 



Unit Bill Passed by House. 

The county unit bill extending the 
local option laws of Kentucky to all 
the counties alike was pass;ed by the 
House of Hepreaentatives of tne Ken- 
tucky Legislature Friday by a vote of 
70 to 19. Former Governor Beckham 
is aiven credit for the passage of the 
bill. 

There was rot the slightest doubt 
but that the hill would pass the House 
whoTi placed upon its passage and the 
real fi^ht the day was to delay the 
vole on the biii by recommitting the 
measure to the Committee on County 
Unit and Pubilc Morals, ICepresenta- 
tives Atherton, lioljertscn, J. \V. Hoi- 
land and Smith IoH the fight t) recom- 
mit the tiiil wiiiis Representatives 
NilFs. Owirigs and McClure mar,e the 
light to put the biii on its passage. 

Representative Hnrry Meyers, of 
C'jvingt^n. in a characteriptic speech, 
said that he had nocKied (Governor 
McCreaiy the iiiyht before the Demc- 
cratic State convention that he would 
net support the cnunty unit hill. He 
denounced former Governor Beckham 
for the part he had taken in the con- 
vention in putting the county unit 
plank in the platform, and gave to him 
the full credit for its passage. 

The House unanimous^Iy passed the 
Senate resolutitn inviting William 
t^^andolph Hearst to make an address 
before tbe Assembly at any time to 
suit his convenience. An invitation 
also waa extended later to William 
Jenninga Bryan and former President 
Roosevelt to come to Kentucky and ad- 
dress the Assembly. 



East Tenn. Telephone Co. 



INCO&PO&AXSD ^ 

For reliable telephone service, both local and 
LONG DISTANCE, use the East Tennessee. Bour- 
bon County Exchanges at 
Paria, MiUcrrabarg, North SMiddletowo, Ut^^ Rock mm 

Rnddka ISBa. 

*'When you have East Tennessee serrice yon 
HAVE telephone senrice.*' 

The East Tennessee Telephone Co 

Incokporatep 



STOCK.'.C(OP AND PAIN NOT£S 




fi|TH PHflN|5^A^/li^HJ}}(E5^ 22 286, 



JInnie Cangbcm 



— Henry Caywood. of North Middle- 
town, lecently bought a nice bay mare 
by Highland Gay, of Bridges Bros., of 
Mt Sterling, f or $250. -s-** 

—At the atinnal meeting of the 
Board of Directors of the Montgomery 
County Fair Association held last 
week the time for holding the fair for 
1912 was set for the week of July 16 to 
20 inclusive. Mr. C. G. Thompson was I augWtf 
unanimously elected fpresident of the 
Associattion to succeed J. R, Mc- 
Gowan, who declined to stand for re- 
election, and W. C. Hamilton was re- 
elected secretary, practically over hi s 
pruteat. ^ 



Manicuring 35 Cents, 
Shan^ioonif 25 



I Work done promptly and aaUatactfen 
gnarsBteed. 

East«BBa.ffioe MS 



Joe. Mitchetty 



Against fire. Tornado and 
Lightning. Twq old reli- 
able, prompt flaying awi- 
panies. 



162 



—The Farmers' Home Joumsl save : 
"The handaoae chestnut atallien 
Richli«u King ia in the stable of A. G. 
Jones and may possibly be exhibited 
by this showman in 1912. That is if 
he does not show his own stallion, 
Marelv King. Richlieu King is an 
intensely inbred horse beinsr a son of 
the closely inbred Bourbon King:, while 
his dam is bred just like Annie C. 
dam of Bourbon King. Montgomery 
Chief, Marvel King-, etc. She ia by 
Wilson's King, dam by Richlieu the 
sun of Indian but was taken sick and 
could not be shown. Just now he is 
doing especially well and anyone hav- 
ing a stallion to show would do well to 
keep a watch out for him, lor a mare 
or gelding either for he appears to lie 
a horse of "stake" caliner clear 
through. He is owned by Young Brua , 
of North Middletown. Ky." 



GOOD UVER REMEDY FREE 



When you suffer from any form of 
indigestion it is always well to take 
something for the liver, as u«uallv the 
trouble lies there. If you are bilious, 
have a bloated feeHng after eatii^ if 
you belch, if your skin is yellowish 
you inay be sure it is liver trouble. 

What you need is something to stir 
up the liver, to aronse the gastric 
juices so that they will aid in the di- 
gestion of your food. A very good 
remedy for this, and one highly rec- 
ommended by those who have used 
it. is Dr. Caldwell's Syrup Pepsin, 
which you can obtain of any drnggi^t 
at fifty cents or one dollar a bottle. 
But if you have any doubt about its 
merits, and would prefer to try it 
first, send your address to Dr. Cald- 
well and he will promptly send you a 
free sample bottle. 

^Thou89iidf of people first lemcd 



cf this remarkable cure )or stomach, 
liver and bowel troubles through a 
free sample. Mrs. Frank Lilly of 
Plainview, 111, sent for one and it 
cured her and she is open tn saying 
that she will never take pills or strong 
cathartics again, as Syrup Pepsin acts 
so mildly. Mr. W. L. Bryant, the 
Postmaster at Sardis, Tenn.. says he 
will never be without it again. No 
-ick person can afford to ignore a 
remedy so highly endorsed as this. 
It is good for all the family from 
infancy to old age. because it is mild, 
free from griping and yet promptly 
effective. Furthermore, results are 
absolutely guaranteed or .money wiU 
be refunded 

For the free sample address Dr. W. 
B. CaMwell 402 CaldwcU buildiam 
Mo»ttcello^ in. H 
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dozen times over, i ia -iuyijug tiua t»l 
ye in strict confident i\-r, being aai 
Englishman, ye won t It: ( n." 

"Never fe^r,*^ Hole asserted stout- 
ly. "Umm. . . , Er— I 4on't naladl 

F-'^l" »' i?" ^"f T-^ ? ^--^ ; ™do?l in'^l^e 

j Being a casual tramp and sometiinea; 
; 1yd by tor weeks at a strcldi tor wmat 



1 1 A'asclnated, O'Kourke rememtered 
|-| himrelf anci sat d6wn: 

"Ydu see.** The vlcomte's cold in- 
cisive tones cut the silence. Slow'y 

he extended a hand and tcck up tUs 



they flicJ^ and Sash tlHSir resentment, 
place a pulker between the brows of 

his habitually serene and unwrinkled 
foreliead; and there you have him 
who sat beside the little table in Ibe 
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'There is,'* he said ^Tenly, a level 
stretch of grass beyond the reranda. 

The night, I admit, is dark, but the 
' light from these loug v.indows should 
1 be suiUcient for us. If you slay me, 
I take the ruby and go In peace: this 
I sot*' — ^with a contemptnons glance at 
j the unconscious honorable — ^"wUl nev- 



bared to fhe '%ool of the ereaing 

breeze, alternately puffing at a me- 
diocre cigar and sipping black coftee 
from the demi-tasse at Lis elbow. 

Now just as the sun w^as sinking be- 
hind the xaomitains and Hymettas wac 
clothing its long slopes in vague violet 
I light of mystery and enchantment (for 



I a»» 



of consignment — 
**Not anoflief wor4. esptain.* 

derstanu rerftTt!y. Will ye h* 
a bit of a drink, now?" 

Captain H<de would, ^[t wont vt 



Ucr. Q-aj 



OopVTigiU 1901), by Louis Joseph Vi 

SYNOPSIS. 



er hinder you. If you die, I take the 
I note from your pocket. The issue is 

fair. Will you fight, Irishman?** 
O'Rourke's fist crashed upon the j 
j table as he rose. *'Fight!" he cried. 
; "Faith. I did not think ye had this in 

! ye. Pistols, shall it b^?" I O Rourlce turned Aviih an imper- 

; ^ "Thank you," said the vicomte, with j ceptible start — he \\ as not easily sta- 
a' courtly bow, "but I am an indiffer- 1 tied. "True for ye," he assented, tak- 
ent shot Had jm chosen rapiers at ! ing stock of him who, with his wcath- 



this view alone O Rourke took himself *° ^^^^ ^^^^ o^'^^-" ^« remarked. ^-Petw 
to the Zappeion daily) the Irishman's . '^^^ "^'^^^ ^^^^ sort of • 

somber meditations were interrupted. - . ^. ^ 

"Phew! 'Otter*n the seven brass ' °^eself that s agreeabie," 

*inges of 'ell!** remarked a cheerful ^^^^^^ Irishman llg-htty. 
voice, not two feet from his ear. 



Scene From Act III of Chas. Klein's Great Play, 

At Paris Grand To-night 



'The Gamblers," 
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I CHAPTER I.— The story oper.s rt 
i Mome Carlo with Col. Teren-e U'Rom lie 
I in his hotel. O'Rourke, a military free 
: l-ince and something of a gambler, is 
i f'r : .tin;: for appearance in tlie re.staurant 
1 1)1 low when Iho sound of a siiiiph voico 
i singing attract:; his attention. Leanins? 
■ out (,n th*:- balcony he sees .'i b-auiiful 
^rirl wlio suddenly disappear.'^. lie ru.sl es 
, lo i'ne (orritlor to see a neatly gowned 
■. form enter the elevator and pass from 
j sight. 

niAPTER II.— O'Rcr.rke'.s mind is j 
filled v.-itli thoughts of the girl, and when 
he goes to the gaming table he allows his i 
remarkable winnings to accumulate in- I 
; differently. He noticop two men watch- ! 
inix l.im. One i.s the Bertie Glyr.n, ! 

Vi-l.ile liis compiinion i.« Viscount i>es i 
1 Trebes, a noted duelifcit. When O'Rourke j 
j. leaves the table the viscount tells him lie | 
represents the French government and 
that he has been directed to O'Rourke as I 
a man who would undertake a secret | 
mission. i 

CHAPTESl HI.— At his. room O'Rourke, 
who had agreed to undertake the mis.sion, 
awaits tlie viscount. </i<oiirke finds a 
mysterious letter in his apartment. The 
^•ipf■r>:Irlt ari'ives. hands^ a S'-aif-il pnclrawp i 
to O'R'.iurke, who is not to o;,: -s it until 1 
on the ocean. He pays the I'renf h fcov- | 
jernment will pay O'Rourke 2'>.0W francs '. 
for his services. A pair of dainty slip- | 
pers .'fve sef n protruding from under a ; 
doorway < urtain and the viscount charjres ■ 
O'Rourke with having a spy secreted 
there. 

CHAPTER TV.— When the Irishman 
goes to his room he finds there the own- I 
er of tlie mysterious feet. It is his wife, | 
Bc.itrix. from whom he had run away a, 
year previous. They are reconciled, and 
opening the lettpr hp had received, he j 
fmdp that a law firm in Rmgoon, India, j 
offers him 100.000 pounds for an Indian 
jewel known as the Pool of Flame and | 
left to him by a dylnc friend. O'Rourke i 
tells his wife that iris in th« keeping; 
of a friend named C9ianbret In Alserfa. I 



Monte Carlo one of us would never 
have left the field alive." ' 

He went to a side table, returning 
T.ith a sheet of paper, an enveloije, 
pen and Ink. And when O'Rourke had 
slipped the paper Into his pocket he 
saw the vicomte waiting for him by 
one of the v.indov.s, two naked ra- 
piers, slender and gleaming ?r.d lon.r, 
beneath his arm. As the irisli! 'un 
came up, with a bow, the Frenchman 
presented the hilts of both weapons 
for his chricp. 

Together a: -l in silence tbcy ]cT! 
the diiiiii3-ro(jni, htrcdo i.cicir. ilie v< :■- 
anda and down, a short step, to the 
lawn. The vicomte stood aside quick- 
ly, bringing his feet together and sa- 
luting In the full glare of light, 

O'Rourke whipped Iillt to chin with 
consummate grace, his heart singing. 
V/ork such as this he loved. The 
/light was pitchy black, the windows 
barred it with radiance. In the dark 
spaces hc-tween a man irJght easily 
blunder ;,iid win upon liis death. . . 
. Somewhere in the shadowy siiruh- 
bery a night-bird was singing as 
though its heart would break. There 
was a fweet smell In the air. 

His blade touched the vlcomte's 
with a shivering crash, miMical as 

glBiSS. 



er-wise remark for an introduction, 
calmly possessed himself of the^ va- 
cant chair at the ether side of the 
table and grinned a rubicund grin 
across It. 

He showed himself a man in stature 
no v.hit inferior to the Irishman, as 
to height; and perhaps he v.as ?. 
stor.e the heavier of the two. He 
lacked, otherwise, OHourke's alert 
habit, was of a slower, more' stolid j J^^*^ ^o"fed everything h€ owned in 
and beefy build. Th« avp« that ni*>t I ^ orld— for he was packing to jola 
O'Rourke's v>c:e 



And when, at midnight that night* 
he parted from a moist and senti- 
mental sailor-nzia, whose capacity for 
liquor — even including the indescrib- 
able native retsinato an4 masticha-^ 
had proved enormous, the arrangem^it 
had been arrived at. signed, sealed 
and delivered oy a cliXr-Ar.^ of hands. 
And it v.as O i'curke wii:. :;:e nappy 
man. 

** 'Tis Banny v. ho'll be giving me 
the welcome/' he assured himself. slt> 

ting on the edge of h?s ted and star- 
iBg thoughtfully into the dishevelled 
depths of the battered steel kit-boz 



PIT AFTER v.— O'Rourke Is forced to 
fipht a duel with the viscount. The brag- 
jsrart nobleman is worsted in the combat 
and acts the poltroon. 
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to reach his friend. As he finds the latter 
there is an attack by bandtts and 

Chambret is shot. 

CHAPTER Vni.— Chambret die? telllnf 
O'Rourke that he has l©ft the Pool of 
Flame with the governor general of Al- 
perla. He g:lv*>fi the colonel a signet ring 

at thf- sipht of which h^e^ sjiys the official j gjjjp caught by One Of the 

' watermen, the boat hauled close in. 



CHAPTER XIU 

Early in the dull hot dawn a clat- 
ter of winches and a bustle of 
shadowy figures on ihe deck of a 
small trading vessel, which had spent 
tae night between th? mcles of th« 
harbor of Algiers, renounced that the 
anchor vnc beixi^ v eiehed. 

Whilt this v iis t: place a small 
harbor bout. rnanred by two native 
watermen and carrying a single pas- 
senger, put out from the steamship 
quay, the oarsmen rowing with a will 
that hinted at a premium having been 
placed upon their speed. The coaster 
Avas br.rely ui^der v.ay, moving slow- 
ly In the water, when the boat ran 
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CHAPT?:R TX — O'Rourke Is attacked 
bv Glynn and tlif viscount who ransack 
his \uggSige, but he worsts them In the 
conflict. 

CHAPTER X.— When he arrives at Al- 
geria the Irishman finds the srovernor 
s-<yieral away. TTe rf< *-1v*'<: a note from 
Des Trebf s making a my.sterlous appoint- 
ment. 

CHAPTER XI.— The viscount tells 
O'Rourke that he has gained possession 
of th " " " " 

of the govr>rnor sr^'neral. He does 'not. 
hovevpr. know who has offered the re- 
T7ard for it. He sufrfrests a duel with 
rapiers, the victor to get that Information 
and the .lewel. 



The eyes that me 
TP.y and bright and 
hnid, and set in a ccnntenance flam- 
ing red — a color partly natural and 
partly the result of his stroll through 
Athens* heated streets. 

His dress was roQi^ and there was 
this ai5d that about him to tell 
O'Rourke iiiore plainly than ■".vonls 
that his profession ^ was something 
nautical; he was most probably a cap- 
tain, from a certain air of determina- 
tion and command that lurked be- 
neath his free-and-easy mannGr. 

Therefore, having summed the 
stranger up in a glance, "And when 
did ye get in, captain?" inquired 
O'Rourke. \ 

The man jumped with surprise and 
shot a frightened — at least a o;:es- 
tioning — glance at O'Rourke. Then, 
seeing that he was smiling in a friend- 
ly fishloi^ calmed and cmitinaed to 
cool his face and heat his blood by 
fanning himself vigorously with a 
straw hat. 

*' 'Ov.- the dooce do you know I'm a 
captain?" he demanded, with a alfghl- 
ly aggrieved mann«ir. 

**It shouldn't take a man an bonr to 
guess that, captain — any more than 
It would lo pick ye out for an Eng- 
lishman.*' 

The captain stared, gray eyes wic- 
enias. **A9' pwrbapa yoall tell me my 
nyme neztr* 1m sogfcated rmtber 
truculently. 

"Divvle a bit. *Tis no clairvoyant I 
am," laughed O'Rourke. "But 1 can 
tell ye me own, 'Tis O'Rourke, and 
'tia delighted I am to meet a white 



IN EFFECT OCTOBER. 3, 1911. 



IJc, 



FROM 

*. r'.-a::kfr,rt. Ky., X^aily Escppt Sunda , 

4 Frankfort, Ky., Daily Except Sunday , 

P Loais\il]e & Franklorr, Daily Except Sunday. 
162 Looiaville Frankfor:, Sunday Only 



. 8.13 am 
.3 40 pm 
'. .nJiO pra 
.lO.Ou pm 



i:o. TO 

!<■: Frankfort & Louisville, Sundav Only 7.10 am 

7 Frankfort & Louisville. Daily Except Sunday 7.43 am 

1 P ankfort, Ky., Daily Except Sunday 9,53 am 

" Frankfort, Ky*. DriT-- Fxcp:.t l^'uiK^ay . .. .■■|.52am 




Irlf 



"Precfsely. Fm convinced that, be- 
ing what ye are, ye did only what ye 
I could." 

, The vi(omte bowed, amusement 
j flickering in his glance. "Touched," 

. i^® admitted. . . . "Well ... I 

have the jewel, you the information." 

F". G- nPTTk/TT^-T'/V T^ T -TTS . -And ye have to proposer 

"A plan after your ov,n heart: I do 
your courage the credit to believe it, 
monsieur. Witb another man, whom 
I had studied lesa ezhauistively, I 
should propose a combination of 
forces, a division of profits." O'Rourke 
made an impatient gesture. "But with 
you. Colonel O'Rourke, no. I esteem 
your address and determination too 
highly and — pardon me If I apeak 
plainly — I despise and hate you too 
utterly to become willingly your part- 
ner." 

"Go on — I begin to like ye better. 
T« grow interesting." 

"That does not interest me. . . 
The eituatlon, then, is simplified. Es- 
sentially it Involves two propositions: 
Srst, we cannot combine; second, di- 
vided we both fail. While both of us 
live, mon colonel, the Pool of Flame 
will never earn its value." 

" 'Tis meself takes exception to 
that. Let me once get mdf hands on 
the stone, monsieur, and I'll back me- 
self against a dozen vicomtes — and 
honorables." 
"While I live," the Frenchman stat- 
' ed, unruffled; "you will not Vouch the 
j Pool of Flame; while you live, I can- 
! not dispose of it to the best ad- 
! vantage. It would seem that one or 
the other of us must die." 

"I am armed," remarked O'Rourke 
slowly, "if ye |nean ye've brought me 
here to murder me — ** 

"Monsieur speaks — pardon — crude- 
ly. I asked you. you came of your 
own will — to fight for the Pool of 
Flame." O'Rourke started; a glint of 
understanding danced In bis eager 
eyes. "I see you catch my meaning. 
What 1 have to propose is this: you 
will take pen and paper and write 
the name of the person who offers the 
reward, witb hla address. This you 
win enclose in an envelope, seal, and 
place in your pocket. The Pool of 
Flame — you see I irvist you — is here." 

O'Rourke got upon his feet with an 
exclamation ; the vicomte was play- 
ing a bold hand. Before the Irishman 
had grasped his intention he had 
thrown upon the table a ruby as large, 
or larger, than an egg; an exquisite 
4* I SeweL superbly ciit and polished. 



alongside. A line was thrown frQm| man in this beatben country. Sir, your 

hand!" 

He put his own across the table and 
gripped the captain's heartily. 

"Mine's 'Ole," the latter informed 
bim. 

"Ole?" queried O'Rourke. **01e| 

what?" ' 

"Not Ole nothing," said the cap- 
tain with some pardonable asperity. 
"I didn't s'y 'Ole, I s yd 'Ole." j 
"Of course," O'Rourke asaentedj 
gravely. "I'm stupid. Captain Hole,: 
and a bit deaf in me off ear.** Tbis, ' 
however, was a polite lie. 

"Thai explyns it," agreed the molli- 
fied man. "It's 'Ole, plyn Wiil'm 'Ole,. 
master of the Pcllcui, frygbter. Just! 
in from Malta." 

A light of interest kindled in 
O'P.ourke's eyes. He rc\ iewtd the man 
with more respect, as due to one who , 
might prove useful. "And bound — ?" j 
he insinuated craftily. | 
Alexandria. ... I just dropped i 



and its passenger taken on deck. 

An hour later, a pipe between his 
teeth, O'Rourke stood by the helms- 
man, staring back over the heaving 
expanse, swiftly widening, that lay be: 
tween the coaster and the Algerian 
littoral. The world behind was gray 
and wan, but the skies ahead were 
^;^vL^L^*:fi'Jl'^," 5r.*^:.^.?! solden, -a fair omen!" breatlied the 1 

adventurer hopefully. j 
The bujk of the great ruby in his j 
pocket brought his thought back in a | 
wide swing to the girl who would be | 
waiting for him at Rangoon. "Faith, 
and I must he getting below and mak- 
ing a dab at writing a letter to her. 
. . . That >was nothing." 

He nodded with meaning towards 
the bold profile of Algiers. . . . 

An ill w ind it was that blew Colonel 
O'Rourke into Athens. ... It has 
blown itself out and been forgotten 



this many a day, praises be! tut that, for a d'y or two to pick i:p a bit 
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once it had whisked him thither, im- 
mediately it subsided and stubbornly 
it refused lo lift again and waft him I 
forth upcn his wanderings, in the 
course of time came to be a matter of 
grievous concern to the Irisbmaa. 

All of which is equivaleot to saying 
that the dropping breeze of his 
finances died altogether upon his 
arrival in the capital of Greece. He 
disembarked from a coasting steamer 
in the harbor of the Piraeus encum- 
bered witb a hundred francs or so, an 
invincible optimism, a trunk and a 
kit-box, and a king's ransom on his 
person in the shape of the Pool of 
Flame; which latter was hardly to 
be esteemed a negotiable asset There- 
after followed days of iaactloa, while 
bis hopes diminished. 

Nearly two months had elapsed 
since he had promised two people — 
himself and one Infinitely more dear 
to him— to be in Rangoon in ninety 
days. In little more than a month 
she'd be waiting for him there. . . 
And where would he be? Still was 
he far by niar.y a long and weary 
mile from the first gateway to the 
East — Suez; and still he lacked many 
an aloof and distant 4oilar the funds 
to finance him thither. 

If only he could contrive to get to 
Alexandria — ! Danny was there — 
Danny Mahone, ho of the red, red 
head and the ready fists; Danny, who 
held the O'Rourke as only second to 
the Pope in dignity and importance; 
who had been O'Rourke's valet in a 
happier time and of late in his hum- 
bler way an adventurer like his mas- 
ter. He was there. In Alexandria, 
half partner in a tobacco importing 
house, by virtue of money borrowed 
from O'Rourke long since, at a time 
when money was to be had of the 
man for the asking.' . .. . And 
Danny would help. .... 

You must see O'Rourke revolving in 
his mind this unhappy predicament of 
h;s, on the last of the many afternoons 
that he bpent in Greece. Draw down 
the corners of his wide, mobile mouth, 
stir up the devils - in his eves untU 



of cargo from a chap down at Piraeus. 
It's devli^h *ot and I thcurht as ow 
I'd tyke a run up and see the city 
— ^'avlng a bit of time free, ynaiow." 
, "Surely," sighed O'Rourke, a far- 
away look in his eyes. "For Alexan- 
dria, eh? Fklth. I'd like to ssUing 
with ye." 

Again the captain eyed O'Rourke 
askance. "Wot for?" he demanded 
directly. ''The Pelican's a slow old 
tramp. You can pick a swifter pas- 
sage on 'arf-a-dozen boats a day." 

*' 'Tis meself that knows that, sure," 
assented the Irishman. " 'Tis but a 
trifling dUBeoHy about ready BKmey 



the Pelican at noon. 
"I hope to hiven he has flv« 

pound"," anrouncc^d O'Rourke later, 
Irov.nir.^T dubiously. 

Flv3 pciincis h'a:?pened to be tbm 
sum he had agreed to iwy Captsdn 
Hole for the aceomcdstion, it beteg 
further conditioned that the latter 
v,'as to cccompary the adventnrw 
a:'npre at Alr.yar.dria and nor part 
from him li l tl;e money was forth- 
coming: Fcr.-eihing which irked the 
Irisbman's souL "Why could he iiot 
take me word for it?" he demanded 
of midnight darkness tempered by 
feeble lamplight. "But, faith, I forget 
what I'm dealing with. Besides, 'tls 
sure I am to find Danny." 

He arose and res u med Ids packfni^ 
bicwfng an ira'.it'ib'e lirt'e air through 
his puclrered lips. "Divvilish awkward 
if I don't . . . By the Gods! Fd 
ail but misremembered ..." 

He failed to state «nietly what M 
had iiiisremembered, bwi stood mo 
tionleirs. v.ith troubled eyes s' suing 
at the lamp flame, for a full flve mi» 
utes. Then — 

Tn have to ekance it." ke said 
slowly. •* 'Tlsn't as if it were mine.* 
He unbuttoned the front of his shirt 
and thrust a hand between his under* 
shirt and his skin, fumbled about un* 
der his left araiplt. his hraws stlU 
gathered tbonghtfolly. Prisstly hm 
gave a little jerk and renMnred bis 
hand. It contained a chamois-skin bag 
about the size of a duck's egg, from 
which dangled the stout cord by 
which he had slung it about bis ne^ 
. Holding this gingerly, as if fc© fear* 
ed it wou'd explode, O'Kourke glanced 
at the window, drew the blind tlgh^ 
and tiptoed to the dcor, where ba 
turned tbe key in the lock. Tbea« r» 
turning to bis bed and maklsg sure 
that he v.as out of range of the key- 
hole, he cautiously loosened the drav* 
string at the mouth of the bag. 

Something tumbled out into bii 
nmSm and lay there Uke a hall of rs^ 
fire, brilliant and coruscant. 

O'Rourke caught at his breath sL^r> 
ly; his very voice had an oiri^. a 
ring in its timber when be spoke at 
length. 

-Blood." be said slowly, "blood. . 
. . I doubt not that rivers of bi?o<i 
have flowed fcr the sake of ye. 
like ye were fashioned of blood in the 
beginning, for 'tis that's your cr'or, 
and tbe story of ye as I've heard It is 
all told when I've said that one word 
—blood! . . ." 

And. after a tit, 'Td best put ir a-ay, 
I'm thinking. 'Twouldn't be safe to • ar' 
ry it that way any longer. If some* 
thing' should catch in me shirt on 
board, and rip it, ahd Hole happen to 
see it — ^wby, me life wouldn't be worth 
a moment's i ;rchase. I'li hide it in 
me box there; they'll niver suspect." 

And urith that he thrust the Pool 
of Flame back into the leather bag; 

and the bag into the depths of the kiv 
box; which he presently locked and 
noiselessly moved beneath his b*^J. 
After all of which he lay down and 
with ansChar sig^ tieyt tramainy. 




Gripped the Captain's Hand 
Heartily. 

that detains me," he pursued boldly, 
with a confidential jerk of his head* 
"There's a bit of stuff — ^no matter 
what — ^that I don't want to pass 
through tbe Cust<Hn House .at Alex- 
andria. ~ I'm Do4 saying a word, cap- 
tain, but if I could smuggle it into 
Egypt, the profit would • be great 
enoush to pay me passase-monAjr a 



CHAPTER XIII. 

Some time in the golden afternooA 
of the following day, tbe Felicia 
weighed anchor and slouched with a 
loaflsb air out cf the harbor^ of tlie 
Piraeus. 

"Plyn Bill 'Ole." the captain sail 
he preferred to be called. And "P'ala 
Bill Hole!" mused tbe Iriabmaa. lean- 
iflg ever the forward rail and suekiiig 
at a short bl^k pipe. "Faith, not 
only plain, but even a trifle homely," 
he amended judgmatically. 

"As for meself," he concluded later, 
"I'm no siren ia^this rig." Aad he 
lifted bis eyetoows, ivotrodlag his 
lower lip, as he glanced dowiTover his 
attire. 

It was a strange rig for the O'Rourka 
to be in: an engineer's blue Jootper, 
much the worse for wear, and a pair 
of tro u s er s whose seat. cnUmrk» 

maintained, was only held together by 
its coating of dirt and grease. 

O'Rourke eyed this get-up v. itii -iH- 
dain. "Fortunately," be comforted 
himself, "'twont ha lanvcr IH ba 
wearing: It. ' 

[Continued in our Next] 



Pbia Art of Giviaf. 
*Tt one waits to And perfection m 

his friend he will probably wait long, 
and live and die unfriended at last. 
The fine art cf livirjr. indeed, is to 
draw from each 
Lilian Whltu:g. 




NNOUNCEMENT 




Our CLEARANCE and WHITE GOODS SALE 
Beginning Monday, January 22 

Ending Saturday. January 87 

^11 The Entire Stock 

^^-«V^ O-At Unheard-of. Prices 

LACE CURTAINS^^^^^^^-^ 
Under Muslins-MuS:^^s"""'" 

White G006/S-At Sui^siiglTLow Prices 

Tables LinenS'i^S^'i^l''"'"'' 
Laces and Mmbroideries-^^'' 

W. ED. TTICKKR 
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Bargains in Every Department. 

Let Us Show You. 

We Are Going to Make This our Banner Safe. 
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spent a few hours Satartiay with her 
son and daughter, Mr. and Mrs. E. B. 
Taylor, She was enroute to the bed- 
side of her dau^rhter. Mrs. Florence 
Jackson, at Calbouo, Ga., who is eriti- 
I calif ill. 
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IF you have not provided yourself with a Bank Account 
equal to one month, dx months or a sum equal to the 
wages of years, you are at the mercy of your employer. 
You cannot offord to stop wyrk to look for a better place. 
It you were to be taken sicb, what then? 

W« pmj 3 par cwt inlaMl on aaviats accounts 

DEPOSIT BANK OF PARIS. 
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Capital $100,000 



Surplus $30,000 



Three new cadets tmwm mi&nA M. 
M. I. io the past wmk. 

iuiff T. P. Waddell was in ' Lexing- 
ton Friday on business. 

Miss Winat^te Evans, student at M. 
F. C. left ThurwiBrftr ktr hboM at 
Sbarpsburg. 

Mia. Heater Browoinic. of Cynthi- 
ana. is the gueat af Imt sIMl Mai. 

Belle Taylor. ^ 

Mr. Claraace Wasson has accepted a 
paaiiioB aa alarfc at CJw Wiadaor Hotel 
at hvia Mid haa cutefcd OB Ma Mica. 



Mrs. K. R. Vaught left Saturday 
for her home at Farker, lad., after a 
protiacttfd visit to her rwrirffta, Mr. 
and Mrs. T. D. Judy. 

Louise, tba Uttla dumkUr mt Mr. 
and Mrs. Rafea MeWatan. fill 8atw- 
daj on the icy aidewalk fa fkaat af the 
tome af Miaa Ida Dadaoa. rae«i>iag a 
asTara braiaa aa Ika feaak af her head. 
A* 49oaditiaB la jwt thatwht to be 
eariaas. • 

"Dante's Inferno." in maviac pic- 
tures, will be put on at the opera 
house Friday evening. It is a tressure 
far six boodrfed jraars kaown to bat a 
fav riMari, m&m plaaad ia ooaarpass 



able beauty before all mankind. Pre- 
sented by the film maker just as con- 
ceived by the immortal poet. Occupy- 
ing more th-^n twu hours telling in 
most ralistic and artistic manner the 
great story of Dante, like animated 
paintings or living "tatuary. The 
pictures give you in a few hours all 
the pleasure and knowledge it takes 
months tr- acquire through books. 

The students and facultx of M. M. I. 
pave the faculty, and students of M. F. 
C. a leap year party Saturday evening 
from 5 till s The time was pleasant- 
ly .-pent hy all present. A delightful 
supper was served at six o'cloclc. The 
menu was elaborate and good. 

"Tha GaaiMan." whida aames to 
the Paria Grand aaxt Taeaday was the 
only aariaoa draaM produced last 
faaaaa that r a aa a de d a run of over two 
aeadrad eoaaaeative performances in 
New York. Tba Klein play was one 
of the scnaiae luccesses of the sea- 
son. Reaervidd seats may be secured 
by telepbonins Mitchell & Blakemore. 

Z The trial 'of Oliver Hazelrigs for 
stealing coal from the Letton school 
house Monday night was called, before 
Squi'e E. P. rbonaaoa Saturday morn- 
ing and was conlinaad aatil Wednes- 
day. The court room was well filled 
with spectators owing to the promi- 
nence of the family. 

Mrs. Eiziabeth Taylor, of Piqui, 



Miss Belle Taylor Judy visited rala- 
tives in Cynthiana yesterday. 

Miss Kuth McGIintock leaves 
for a few days' visit to friends in Lex 
ington. 

■^Mr. and MrsTj.' B.'Cray leave today 
for a visit to Mr. and Mrs. E. B. Cur- 
rent in Lexington. 

""Mr. and' MrsT KT^bT HutchlngsT^ f 
Lexington, were guests of Mrs. Belle 

Taylor from Saturday till Monday, 

Mr. Robt .Hunter, of Washington, 

Ky, was the guest of Ibis niece, Mrs. 

Anna Jefferson, Friday and .Saturday, 

Mrs. Commcdare (JriTnel 



Blue Grais to Have 13a Gaaas. 



of Cynthiana, were guests of her j»ar- 
ents^Mr. and Mrs. Henry Sheeier, iaet 

Mrs. D. EX Clarke is at the bedside 
of her brother. Mr. Wm. Layaen. at 
Chattanooga, Tean.. who is ill with 

typhoid fever. 

Elder Smith, of Texas, wreachcd at 
the Christian church Sunday moraiag 
and evening. All who heard hirt were 

favor ab ly impressed. 

Mr. C. B. McConnell aiTiTe.j Sunday 
from Mt. Olivet as the truest of his 
brother, Mr. Aarun McConell. He 
will leave in a faw days for his home 
in Arkansas. 

Four members of the family of Mr 
Aloaaa Case are ill with ty:.hoid fever. 
The Case family reside in the Dykes 
property on Second street and the 
capseof the illness is attributed to 
impure water. 

Mrs. Cora Lowe, aged about 60 
years, died Saturday aftarnoon at the 
^^w**®*^ an the farm of Mr. 
^clntrye. after a protracted 
Illness. She is aurvived by three chil- 
dren, all af whom are grown. The 
remalna waia interred at Bepublicaa. 
Nicholas county, yesterday. 

Mrs. C M. Best and nieee. Miss 
Dakota Best, the latter of Washing- 
ton, D.C.. Major S. E. Brown and 
Capt. Howard Freas of M. M. I at- 
tended the grand oprea at Lexingron 
last night Misses Nannie Louise 
Best. Jennie Marie Pepper, Lucille 
Dailey. Alma Duke Jones, Mavme D. 
Long and Mr. J. H. Barns will attend 
tonight. 



A meeting of the directors of the ' 
Blue Grass League was held in the I 
office of the Lexington Base Ball Club ! 
in Laxingtin Friday, with ail teams' 
repreaented. The meet inj? was '.ailed 
to order at 11 o'cloc:: by PreBident Wil- ' 
, liam Neal, of Lousvilie. The repre- 1 
touay , sfjatatives of each team ^.gnified his 
intention of remaining in the leajrue ' 
and the withdrawals which were ru- ' 
mored to be probaole aoaMtima ago 
will not take place 

The'firstiraatter agreed upon was for 
a 130 game schedule for the season of 
1912. with one series, the season to 
open May 1 and to last until Septem- 
ber 4. 

Sunday games aill be played at 
Frankfort. Mayarille. Paris aad Laz- 

ington. 

These present were: President 
and son i Bennett and Secretary and Treasurer 



ean 
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Reisctiaa NaalMttaas. 

xManhattaa shirto at oaual and of 

season reduetinft: / 

MITHCELL & BLAEKMORE. 



Stockton, of Richmond; H.H. Phillips, 
of Winchester ; Manager J. B. Cole- 
man, of Frankfort ; President Bacon. 
ofP atis: President Rusaell and Secre- 
tary So.mner, of May<)ville; President 
T. A. Sheets and Manager Hoiran 
Yancey, of Lexington. 

At the meeting it was decided to in- 
crease the ; salary of President Neal 
$500 more per annum than ha had here- 
tofor received, so that he could afford 
to devote his entire tima to tha biud- 
ness of the league. Uader this arrange- 
ment' the president will travel among 
the different league cities watching 
the umpires and players and making 
out reports of the league, such as bat* 
ting and fielding averages at least 
once every two weeks. President 
Neal will issue the aehedala aa aaoa aa 
possible. 



Cloth Suita/ 



Atteotioo. 

I Having secured from a large New 
ifork importing house the exclusive 
right to the sale of their Oriental 
Blend of pore Java and Mqcha csifee 
of which there is no better at any 
price that comes into Uua eoaaty I am 
prepared to offer tha aauM ta the pub- 
lic at present at 35 eeata per lb. al- 
ready toasted, yolverizcd and ready 
for instantaneous nae. Those interest- 
ed in a first elast coffee can call at my I 
establishment and have my demon 1 
strator sample them a cup free of ' 
charge and alto show Ihem haw 't 
should be made ' ) 



GEO. H..CROSUALE, Sole Agent. 

Paris, ky. j federate States of America. 



Obnenre Lee Mamarial Day. 

The K'cha'd Hawea Chapter U. D. 
C, celebrated the annirveasry of the 
birth of Gen. Robt. E. Lee Friday 
afternoon. The exercises were held in 
the Confederate room in ihe court 
house which was beautifully decorated 
for the oc^'asiop. The guests of the 
Chapter were the veterans of the 
county and the Hamilton Guards. 

Mrs. W. G. Talbott presiJed and a 
deilghtfUi program was rendered, the 
first number of which was a song "My 
Old Kentucky Home," for the chil- 
dren. Mrs. J. T. Varisant followed 
with a short sketch of ' Traveler," 
Gen. Lee's famous war horse. Ann 
Thomas and Josephine Hedges, the 
talented daughters of Mr. and Mis. 
Jos. H. Bwalt. gave reeitatiaaa in a 
chanamg manner. 

i Tha principal feature of the program 
was an address on General Lee by his 
old friend and comrade. Cul. Geo. M. 
Edgar, of this city. Cel. Edgar is a 
moat scholarly Southern gentleman of 
pleasing parsoaality. and tfiia address, 
which waa full of hiatorical iafor- 
matioB. and was partiealarly iatarest- 
ing on aeeouat of his friendahip with 
General Lee. wa« very much enjoyed 
by all present. The program dosed 
with a poem, "Confederate ;Com 
rades," which was beautifully read by 
Mrs. Harry B. Clay. During the soci- 
al hour Mrs. Steele Marsh and Mrs. 
John Connell served a luaeb aC eaffee 
and sandwitches. 

Before adjournment an interesting 
relic was presented to the Chapter. It 
wan a newspaper yellow with age | 
which was published in Paris and con- 1 
tained the constitution of the Con- 



We Have Given Marching Orders to All Our High- 
Grade Exclusive Garments Remaining From Our (ireat 
Final Adjustment Sale and Priced Them, for Quick Sell- 
ing, as follows: 

Al$25 ami $30 Sidte, mw $10.00 
ffomierly up to $50; now $20.00 
formerly up to $100, now $25.00 



A limited number of Cloth Suits remain from the fast 
selling of our Great Final Adjustment Sale and we have 
decided to close every one of them cot at a mere fraetkm 
pt the former prices. While the quantity is somewhat 
limited, the range of style and fabrics is still broad and 
embraces some of the most distingaished and exdwiYe 
models we have shown this season. 

A glance at the items above will show how we have 
fractured prices. Profits, regular values and even actual 
cost played a minor role, the diief considormtion beiwa 

quick and absolute clean-up. 

WFlr^nnv^Q^'^^'^^w^ ""t^"^^^^ P^c^s place within 
BVERyBODY'S reach the highest type of women's suits 
this country produces— apparel which by its distinguished 
exclusiveness, its ultra-smartness and its absolute per- 
fection ana superiority has become the unrivalled favorite 
of the best dressed women in this section. That magnifi- 
cent *i>0 or $100 suit you admired here earlier in the season 
bat could not, perhaps, afford, is now yours for the paltry 
suin of $20.00 or $25. And plenty of $25 and $30 suits may 
be had for only $10 if your purse runs that way. 
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Jiau/man, &raua di Co, 

Wolf, WUe A ConvHV 

LEXINGTON, KY. 
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bi>i^BBO^i SEWS.h . PERSONAL MthTlpN. Thinks Weliof Paris Manager. , w.lkail 35 Miles Tte,,«h «w» 

tains. 




- Mr. W. O. 
on business. 



Histon is m LoahtillQ 



ALWAYS MAS IHZ BEST 
OF EVERVTM Nr: 



Card ef Thanks. 

Mrs. RosmU Mmh and family wish 
. thank tkeir friaada for tlMir 

ipithy Md many kind deeds dut'iBg 

if beteaveinenL 

lays Paria taaMeaca. 

'Ir. K. F. Adcock has sold hi>- hon^e 
Cypress street tc .Mr. T. M. Shan- 
n. wlio recently disposed of his farm 
Huddles Mills, and will move to 
;ri> to take [;ossession of Ilia Mw 
^rcha.-e tne tm of March. 



China Assessed Fine. 

- an Chinn. a C iaysville rstgio, who 

- arresttd iUit week by Constable 
tr.-y iiice on a char^re of cuttii g 
*iar!t- Jchnscn. anotner tenrc, was 
r.ed Saturday before Squire L. J. 
retwell and was fined So'J £nd sosta. 



Real Bargaias. 

Sjt reai bargains in an er.d season 
, - see 

MITCHELL & BLAK£MORE. 

**We Know How." 



Sale CoBfiaued. 

"*ar big sl.o.- >A\e wbieh ';,2^r; 
: h an enormous success wiii be con- 
'i :eJ until Saturday, January 27. 

.-ian and NettJetan shoes at greatly 

iaceJ prices, alsa i^re^t biriains in 
i. :ifs missea and children's Eboes. 

me in and aet the pick. 2t 



Barsea Shiaaed Cat(. 

- . ney Brcs.. yesterday ahip^ed by 

- ; their ?trinir of eighteen hor.scs 
^Vas.i.ngton D. C. where they \\:\] 
/ > .r.:o training for the spring racin? 
'! the Kast. Ihe strintf con?.i<?t3 of 
0 yearlings and tight of their oid 
■fcopaiaaetfc 

Trae Waiihta aai Naaaaret. 

ly scales and measarca have been 
n5p2et£d by < the City Inspector ot 
wi/eights aad Meaauree., Mr. M. F. 

K?nney, and he has pronounced them 
Jteiy correct. Let me supply 
igroeeries, etc., and be assurtd of 

c carala wcasbts and measureE. 

-i JOHN S AUER. 

f aria Naa Cat by Straager. 

Thorr.as Crurn,,., of this city, was 
-.tabbed in the bacK of the neck Safjr- 
■^&y night St the cornt-r of IJcwt-cs and 
Ic.iti =5treet8 in Lfc.xington by an un- 
^ jwn colored man, of whom C rump 
• is unable to j^^ive a description 
; - njp was taken to St. Joseph Hos- 
y utl where his wound was dzessed. 
lie was Bot ssrioBsly hurt. 



—Mr. Woodford Spears returned Fri- 

j day from Florida 

! —Mr. Monrob Sweeney has about re- 
: covered from an attack of ausMy. 

! —Miss Irene Mackey. af Maysville, 
I is the guest of Miss Rosins Elder. 

* —Dr. W. K. Dudley is able to be out 

j after a severe illness of several days. 

—Mrs. George Sun and baby of 
Atlanta. Ga . are gtiests of Mrs. A. J. 

Fee. 

— Mrs. Brlce Steele is coniined to her 
home sufiering irom a badly sprained 
ankle. 

— Miss Marguerite Douglass spent 
I the week-end in Millersburg, tne ^uest 
! of Miss Louise Myall. 

—Mrs. Wm. M. Shobe, who has been 
quits i:! for several week?, is improv- 
ing and is able to be up. 

—.Mrs, Wiihan) E. Wccdiorri and 
Miss Imo.»tne r^^^dnion left yesterday 
f jr L visit to .'liiami. Fia. 

—Mr. an i Mrs, Jeese Turney are in 
i Franlcfori the gUest of their son-in- : 
ilaw Hon. Kobt. H. Wir»n. Judee oH 

I Court cf Appeal?. ' 

—Wir. A. Doiph pre^iJent of the ; 
I'aris Gas ani E;tv:ir;v- Co., retunied • 
Satu!ds> to his home in C-incinniiti I 
afttr spending several days in this 

; t 

I —The Woman's Socltty of the ; 
Christian church wiii rn^t^t tiiis ai'ter- ; 
noon at two o'clock with Mrs. Thomas 
Henry Clay at her home on Pleasant 

itreet. 

D:\ C. L\ Walton, of Cincinnati, 
O., was cailtd yesterday in ccnsult- 
jation with Dr. F. M. Paries int'j the 
I condition of Mrs. S. E. Borland, who 
I IS quite ill. 

' —Mr. Harry Parker made a brief 
visit to his mother. Mrs. Emily Fark- 

' er, Saturday and 5- jnday. Tlr. Parker 

'< 13 one of the foreign b ;yers for the ' 
Pulaski, ^ace merchants i'l N'e.v Vork 

i City, ard is just returning from a trip ' 

I to Japaa. 



An ex-Parisian, an enthusiastic fan, 
now? a rtsident of Hamilton, Ohio, 
rpends us the foilowinK' tribute to Joel Walking through the mountains in 
^Lewis, the Bourbonite'a new manager: ' tbirly-five miles to get to 

' ' Hamilton, Ohio, January 19. 1912. his work was the experience of Harry 
•'Dear Friend— I was very glad to i Stivers, son of Mr. and Mrs. Sherman 
hear that Paris has signed such a goad ' ^5tiver3, formerly of this city, accord- 
i manager for 1912 '"^ ^ letter receied by his relatives. 

"1 saw Joe Le"wis many times when , ^^tivers is employed wi»h the engi- 
the Marion club came here to play the | "^^^'"K corps in the c or..struction of 
Harailtons last year. He is a pitcher )^*^® ^- ^ extension, and during the 
about the size of Winchell. the old "°"aays was here on a visit to rela- 



Paris favorite, and belipve me he's 
some pitcher. The Maricn club finish- 
ed second in the Ohio State League 
race. They had a f ne team but lost 
much money on account of pour attend- 
ance. This also kept Lewis from win- 
ning the pennant i also heard that he 
was goins to sign some former Marion 
playera for the Paris team. That 
ought to be gosd news for the fane of 
Paris as every player, almost, on tht 
club was a star. 

"Honing that Paris wins the pen- 
nant in 1912 I remain your friend. 

"Lf Ills SCHANKER." 



tives. On his return from Lexington 
he was compelled to walk the distance 
through the snow covered, mountains 
through Blackey. Letzher county to 
Shad, W. Va. Mr. Stivers was recent- 
ly promoted to rc^fident engineer at 
Shad, W. Va., for i he L. & E. 
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Paris Grand. 

23 



Tuesday, 
January 



The Authors Frodudng 

(John Cort, President) 
Announce 



■ Begins Monday, January 22, 

■ • Ends Saturday, January 27. 

^ See Big Advertisement on Another Page* 
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By CHARLES KLEIN. 



— Mrs. Malvina Estes. of Sbawhan. 
who baa been the guest of her grand- 
daughter. Mrs. William Dudley, on 
Cypress street, left yesterday for New- 
town. Scott county, to be present at 
the birthday c lebration of her broth- 
er, .Mr. John Henry Harp. Tuesday, 

Margaret Hill, the ittle daughter 
of Mrp. Daisy H.ii, eritertair.ed a few 
of her little friends and Ecboolmates at 
her borne on High street Saturday 
from 2 to 4 in honor of her seventh 
birthday. Her guests enjoyed a num- 
ber of games and refreshments of i ces 
and eakes were eeryed. 



Auth' r of /The Music Master," 
**The Lion and The Mouse," 
"The Third Degree," Etc. 

200 Nights in New York City. 
A BigKIaw & Erlanger Pro- 
duction. 

PRICES— Dress Circle $1.50; 
Parquette SI; Balcony 75c. 

Seats at Mitchell & Blakemore's 



Priday, 

January, 



*ly scale* and measures have been 
>pected by the City Inspector of 
• -;gf.ts and .Measure-. Mr M. F. 
>nnfcy. and he has pronounced them 
'^o.utely correct. Let me supvly 
: v if groceries, etc.. and be assured of 
i.t:catata maiabts and measures. 

JOHN SAUER. 

Held to Grand Jury. 

I^ichaid Henson. charged with cut- 
'.:ng aad woonding with intent to kill, 
vas tried before Squire L. J. Fretweli 
r'!:day aad held to the grand jury 
under iMNid of S200. Henson is ebarged 
vith baviaa cot Clever Weaver in a 
figfet whicb aeeorrcd at Saddles •Mills. 
tti« coaaty, aa Cbristauweve. Weaver 
«s» anaiaaad aa a cbaiee of bcaaeh 
0*: the peace and was fiaad $10 aad 
r ven fifteen days in Jsii. His esse 
•■ c- .'.ppealf''. 

"The Gamblers" Tonight. 

'iJging frem the advance .saie of 
•:^:s one of the largest auuleric^- of 
"-f season will witness the perfor- 
e of "The Gamblers" at the 
r . ; Opera House totiight. The Lex 
'Jpera House Orchestra ■.vill 
.-p. the .music and it will uridoubf- 
• >' 'It. the bestfattraction in every re- 
that has visited Paris in a num- 
' .'years. Secure your seats this 
■ Ti.ng at Miteh^l & fiiakemor's 
i-^ i avoid disappaiatncat foaiabt. 



Mrs. Nora Mackey Dead. 

Mrs. Nora Mackey. »ged 72 years, 
; died at her home on Vine street Sua- 
j day afternoon after an illness of about 
I two months of ttright's disease. 
I Mrs. .Mackey was one of the oldest 
I and most highly reRpected women of 

this community. She was a native of 
I Ireland and Uie widow of the late Ter- 
i renee Mackey. wbo preceded her to 

the grave severval years aao. 
I Up until about three amaths ago, 

and despite her advanced ace she ea- 

joyed tbe oest of health and was ex- 

codincly active for oae of her years. 

She was well kaewn aad enjoyed the 
I esteeai of her neiabbars aao a boat of | 

friends. • 
She is survived by two sons and four! 
{ daughters -John, of this city, andl 

Teddy Mackey, of Grafton, W. Va.. | 
I Mrs. Mayme Fitzgerald, of Coving- 1 

ton, Mrs. Jack Woods and Misses Nora) 

and Lninva Mackey. of Pari?. | 
The remains w:l; be taken to Mays 

viile this morning' an*' the remains will \ 
; be interred in the Catboiie cemetery! 
. in Washington. 



Everybody's Favorite 

The <iirl From U. S. A. 

3cl«Sifccessfiil Season-Sd 



A 



^ lever Cast 

Complete Scenic Production 
No I Specialty Numbers 
Play you cannot afford to miss 

12 bigSiniciBgandDanci^ numbers. 



First Time at Popular 

SEE FOR YOURSELF 

Lowei^ Floor 50ci Balcony 86c ; Gal- 
lery 25c. ' 



ELECTRIC 
FASH UGHTS! 

Several Styles 

SSc to $1.30 
Abo Batteries Mid SoppKcs. 

Daugherti| Broa. 





5 



Ed Tucker ' 



■•■•I 



I 



I 



Fee's Cast 



Specials? 



Special To=day, 

National Oats* 

2 Packages For 

15c 



FEE'S 



r 



LOST. 



Fined for 



Carrying 



Concealed 



On last Saturday evening one smail 
tin box containing a small amount of 
money one fountain pen, check book, 
pair spectac.es. Lost on Main street 
between Boone street and the Govern- 
mtMit Cui np. Fitider leave at thi.s 
oihi ■■ e >u;table reward. 



J. I. HINTON 



THE HOME OUTFITTER. 



Twe Al 



;)r ' deijartment was called out 
> evenlnr about seven o'clock 
■'-■■■onse to an alarm irom \\u\ 'W to 
at the 'jrner of i welfth and 
-:reet-, the uropetty of Mr. J. 
Ward. The lire gained but 
tie heawday and was extiagaisbsd 
I'' aid of chemicals. 
• ^ alarm wsfe sounded from box 31 
st'-rday morning-, which look the do* 
rmect agHin to the scene, the fire 
^'i*^g again started, but waa CX« 
^'ttifbed before it had gained 
adway. The crigin is unknown. 



Patroi:nan <j. X. McKenn^y arrested 
Clarencf McQueen, co ored. of Cynthi- 
ana. Sunday nl^ht as he aLghted from 
j a northbound frelj-'ht train ^at the cor- 
j ner of Second and Pleasant streets. 
McQueen was carrying a satchel con- 
taining' five empty quart bottles and 
: also had one empty bottle in bis 
I pocket. On further e.\amination the 
I officer found upon McQueen a revolv- 
; er. Tbe negro was locked up and in 
\ Police Court yesterday morning was 
: fined $27 50 ana given tm days in jail. 
It is evident the necro came here for 
tbe purpose of purchasing wbisksy to 
I tai^e to Cynthiana. 



LOST. 



On Msysville pike between the home 
of Jesse Tumey and Paris a brown fur 
muff. Finder return *o News office 
snd reeeiw* reward. 



FOR SALE PRIVATELY. 



f Te,%vind and lightning insur- 
ance. Thomas & Woodford. 

Janaary 5ariains. 

r urniture. carpets, wall paper, and 
a.! b oBieli el d goods st reduced prices. 

J. T. HINTON. 



Negro Thief Arrested. 

Jin Fields, alia.s Jim Monk, colored, 
was arrested at h.s home In .'<.uc- er- 
ville Sunday morning by Patrolman 
Fred Link for the theft of a quantity } 
of provisions Saturday night from a | 
grocery wagon of Baldwin Bros., j 
Wlien the officers took Field into cus- < 
tody be founJ>in his room the stolen | 
artielea. Fields was tried before i 
Squire L. J. Fretweli yesterday and 
was given 120 days in jai! at hard 
labor. He has served a term iu the 
peaitentiary and had only been out of 
tbe iaatitatioo a b oat fsar months. 



Wight room frame residence and lot 
fronting seventy feet and ten inches 
on Higgins avenue, and two hundred 
and eight feet deep; hath room. ne# 
roof, gas leading to iionse; larfo gard- 
en and good cistern. 

WM. A. GRIMES. 
£.1. phone 4# or 364 
23 tf Paris, Ky. 



FOR REINT. 

I have for rent or will lease for a 
term of years the best livery and sale 
barn in Paris, Kentcuky. Sitoatfd 
corner Second and Main streets, oppo- 
site Windsor Hotl. possee^sion given 
Jan. 1, 1912. B. T.P hone 198. 

J. H. BUTLER. 
12 tf Paris. Ky. 



.''ei^roes Given Jail Sentence. 

. ^elf Coates, Will Smith and Kaymus 
f.^eese. legroes, arrested by Patrolmen 
'-'Tik and Moreiand several days ago 
•"^•i charged with petit larceny, were 
"■ ^d before Squire L. J. Fretweli r'ri- 
and each wat: given a .-entence of 
da\ in jail at hard labor. The 
' CI Harry Mathers, alaa aalaaad, 
' s continued. 

- fie ai-rest and conviction of the 
"^r3e> ha.s bad the effect of break - 

one of the boldest band of 
'> ^ 'es that hss ever operated in this 
nmunity. Tbsai«b their plan a 
'<'mr.tr cf g rocarfa i s n in this city 
''"^re victimized, and aafferod tbe lees 
; n€ats and other paovisisaa, nmong 
n being A. W. QaCtiacham. Bab#rt 

- ^ Baird 4 Taylor and A. B. 
-- ■•f ii. 

rhe laerabars of tbe gai« were nick- 
\* Jp shortly after tbe arrest of Math- 
*'6by Patrolman Link, who a few 

itlT^'^^V W.ll Smith intocus- 

I'Qv. Coates and Reese were arrested 
»y I'atrolfcan More land. 



THE FAIR! 



1912 WaU Paper. 



Ncikal SadeCy Neata. 

i At the meeting of the Bourbon 
(County Medical Society held in the { 
office cf Ur. F. M. Paries Thursday 
night the following officers v/ere elect- 
ed for the year ot 1912: 
President— Dr. Bruce Smith. 
First Vica Prssidcnt— Or. Wm. Ken- 
ney. 

Second Vice Fresideat;-Dr. L. R. 

Henry. 

Censors— Drs. W. C Ussery, Frank nr^ «k«.««,:««. « t £ 

Fithian and R. M. Giikey. We are showing a nicc line of 

Program Committtx?— urs. c. G. raper in pretty pattems, from 

! Daugherty and F. L. Laosley. 3 l-2c up. 

Committee on EntcrtaiaaMOt-Dr. i 25c Box Paper, special 13c 

^S^-reW*SalT»a««r-.Dr. D. B. ! ^^Q^ Enameled P^^^^^ 7c 

Anderson. i White Table Oil Cloth 15c yd 

The Society appointed a committee i Stove Pans, large Size 8c 

composed of Drs. Fithian, Far.es and j ]^j.ge Lamps, Complete, with 

LiiDsUy to confer with the trustees of xt^ o k,i^««« ^u; J 

th?Mas8ie Memorial Hospital and to ' . No. 2 burner and chimney . 2oc 

exercise their influence in gettmg the i ^-^C Wmaow SBiaaeB 19c 

nstitotion started, as all the physici- 1 Mail BoxeS .lOc 



I Am Offering Some Very 

SPECIAL PRICES 

On My Entire 

DAVENPORT 

LINE 

For Cash Buyers. 

1 Carry the V«ry Best Makes 



ans in the city and county are anxious 
to have the hospital ready for use. 

Dr. A. H Keller was chosen by the 
Society is a delegate to the meeting of 
tbe State Board of Health. The next 

j meeting of the Society will he held 

1 February 15. 



Feather Dusters. • lOc 



i J. T. miQ'Toisr. 



...THE FAIR. 
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My Doctor Said 

"Try Cardui,- writes Mrs. Z. V. Spell, of Hayne, N, C. 
** I was in a very low slate of health, and was not able to 
be up and tend to my duties. I did try Cardui, and soon 
began to fed better. 1 got able to be up and help do my 
housework. I continued to take the medicine, and now I 
am able to do my housework and to care for my children, 
and I feel ls though I could never praise Cardui enough 
lor the benefits I have received.* 

TAKE Tt.^ 

U I WomanlsTonic 

Cardui is successful, because it is made especially for 
women, and acts specifically on the wonianiy constitution. 
Cardui does one thing, and does it u'ell. That explains 
the ^reat success which it has had, during the past 50 years, 
in help: I II thousands of weak and ailing women back to 
health and happiness. • 

If you are a woman, feel tired, dull, and are nervous, 
cross and irritable, it's because you need a ti;n!C. Why not 
try Cardui ? Cardui builds, strengthens, restores, and acts 
in every way as a special, tonic remedy for v/cmcn. Test 
it for yourseiL Your druggist sells Cardui. Ask him. 



lori 



Ladies* Advisory Dept. Chattanoara Med"dne Co.. Chattanooga. Tenn.- 
, tndtt raif book, "Home Treatmest for Woniea, " sect iree. J 55 



Thirty Years Together. 

Thirty years ot association, iliink 
of it. How tlie meiiiof a ^oo:": ihing 
fitands cut in that time — or the worih- 
let^enesi? of a bad one. So there-" s no 
giiesswork in this evidence ot Thos. 
A riss. Concord, Mi-^-h , who writes: 
••I have used Dr. King's Npv.- Dis- 
covery for 30 years, and i:s the best 
coof^h and cold cure i ever U'-ed " 
Once it finds entrance in a home you 
can't pry it out. Many families have 
used it forty years. It's the most in- 
fallible throat and lung medicine on 
earth. Uneqnaled for la^rippe, asth- 
ma, hay fever, croup, quinsy, or soie 
lon^ Price 50c and fl. TriaJ bottle 
f r • • ' a > • r pd by Oberdo'*f er. 



How's This? 



We offer One Hundred Dollars Re- 
ward for any case of catarrh that can 
not be cured bv Hall's Catarrh Cure?. 
F. J. CENEY & CO., Toledo, O. 

We, the nndersk^ed, have knowi 
F. J. Cheney tor the last 15 years anr 
believe him perfectly honorable in ar 
business transactions Tan financially 
able to carry out any obligations 
made by his firm. 

Walding, Kinnan & Marvin, 
Wholesale Druggists. Toledo, O. 

Hall's Catarrh Cure is taken inter- 
nally, acting directly upon the blood 
and mucous surfaces ot the system. 
Testimonials sent free. Price 75c per 
bottle. Sold by all druggists. 

Tcke HaJPa Family Pilia for con- 
sti pation. 



' NOTICE 



mums AND FARMERS! 



Market Price I am. Paying For 



THE PARIS 

QvicK Lvnch and 
fiesiavrant, 

The Omie of Good Coddnr 
I fwUCwMiGoNlnKn j 

Open Day and Night ||Beef Ifdei, 10 1-4 to 11 1-2 

SttUaiaStieet l| CcMU pCT Ik 

^■•■■"■■•■■■•■"■■•^ I SthNBtMet, PARW, KY. 

Call East Tenn. Phone 374 



BLOODl 
POISON 

Cured by the Marvel of the 
Century, B. B. B.— Tested for 
30 years. 

mm oat blood poison in any 
permanently, withoat deadly 
7, with pure Botanictl ingred- 
To prove it we will aend jrcu a 
SAMPLE TBBATlfENT FREE. 

If yoQ have nloors, eatinc eores, 
itching hamors, eweilin|;a, macas 
patches, bone pain8,offensive pimples 
or eruptions, take B. B. B. (Botanic 
Blood Balm.) All sympthoms heal 
quickly. Blood is mase pure and rich 
completely changing the entire body 
into a clean, healthy condition, heal- 
ing every sore and stopping all aches, 
pains and itching, curing the worst 
case of blood poison. Druggists or by 
express, $rl per large bottle, with :ii- 
rections for home curr. Samj>les 
sent free by writing Blood Balm Co., 
Atla.ota, Ga. Describe your trouble 
and free medical advice ^iven. 
Bold hf Vuta it Sob. 



Low Round Trip 



RATES. 

Homnetken* Fares 

To points in Arizona, Arkaneas, 
Louisana, Missouri, :Ncw Mexico, 
Oklihoma. Texas, Kansas, Nebraska, 
Montana.! Michigan. Wisconsin, Ala- 
bama, Florida and Mississippi. Tick- 
ets on sale first and third Tuesdays of 
each month with final return limit 25 
days from date of -ale except to desti- 
nations in Florida, final limit wiil be 
12 days from date of sale. Liberal 
stoi»o>ers ai lowed in homesee^er terri- 
tory. We also have on sale daily until 
April 30, 1912. with linal return limits 
May 31. 1912 Winter Tourist tickets to 
points in Alabama, Florida. Georgia, 
Louisana. New Meixco and Texas, 
with liberal stopovers allowed. 

For further information, call on or 
write 

Jgi W. H. HARRIS. Ageat. 
or J. K. SHITH. T. A. 




TWIN BROS., 

Clothins Department: 

Wc Arc Showing for Pall and Winter Strictly 
AU-Wool Worsted, Hand-Tailored 
SuiU at $10.00 

Handsome new Brown and Grey Worsteds and Cassimeres 
in the newdfll; Mod^, hand-teOored Soits^ worth easily $20, 

'>ar Special §15. 
Overcoats in eve^-y new cut and weave, prices range from 
|io, $12.50, $15, |18 aadfao. 

have taken the sale agency for the celebrated Emerson 
Shoe, Brockton, Muss. This is the classiest $4 and $5 men'^s 
>,hoe made. 

Also the French Shrine hand-made Shoes at 14. 
The reliable Ddn^las Shoes $2.50, $3, $3.50. 
Those rough, fuzzy hairy Hats, $2, $2.5V, $3. 
^uU line of Hawes Van Gal $3 Shoes. 
^tcnmrA mod Lair best $1 Shirts made. 
Chutt's $L50 and $2 Shirtfs, new pattema. 
Lion Brand slip-easy Collars, 2 for 25c. 
FuU line Of THnks. Salt OMMiHid Haad-bi^ 





NOTES 

later national Gasolinej 

ENGINES ^ 





Be gentle with all animals. 

The former must have a horse; 

Examine the collars of your work 
horses often. 



With the better poultry Is coming 
belter equipment. 

A hcatcMi ol.icken house is a bad 

thing lor i:oultry. 

The proper time to spray fruit trees 
is during the dormant season. 

Well-bred, well-selected pigs, make 
more profit on the food eaten. 

A hcrse in order to keep in .':Cf..l 
conditicn should be well bedded every 
night. 

js_ 

A machine in the shed is worth just 
abcut two ma<diines left in the f^ce 

corn or. 

The brood sows should have all the 
bright clover or alfalfa hay that they 
wIU eat ' ^ 

The cleaner the feed and feeding 
places, the better the quality of the 
pork in all. 

It Is conducive to health to feed 
hogs when they can hhTe the riBge 
of the pasturs field. 

Those seeds, like the elm and soft 
maple, which ripen in May or June, 
belong to the "■ooiier'* class. 

Never woik a team of colts togeth- 
er until they are thoroughly broken, 
as they will worry each other. 

Filling up the neglected holes about 
the drinking tank is now in order. 
Fill them up now and avoid trouble. 

The man who calls improved stock 
"fancy stock** will have an aoooimt to 
settle with his Maker on the Judgment 

day. 




All Types of Eusilage and Feed 

Bourbon Garage & 



Cutting Machinery. 

Supply Co. 



Cor. 4th and High Sts., Paris, Ky. 



Professional Cards 



J J. WILLIAMS, 
ATTORNF.Y-AT-LAW. 
iloom 1 Elks BuildinK. 



STILL AT ITI 

P'- i January Clearance Sale 



Oftioe Phones 



\ E. T 13fi. 



ResidMice 



/ Home 13G. 
S E. T. 334. . 
( Home 334. 



DR. A. B KKIiliRR, 
PRAcncosie Phtsioiah, 



DfflceSfCRooms 
Paris, 



and 6, Elk's Bld'g 
- Kentucky 



Carry your good care of the ewes 
this fan as fitr as feediac plenty of 
nice bright oats to keep them in con- 
dition. 

The old troughs will soon have to 
repiaee the fonntain wateren or there j 
may be a bust foaatalh aomo cold 
morning. i 

After the strawberry bed has been 
set and cared for through the sum- 
mer, it should be mulched through | 
the winter. 

The milk should be strained through 
one thickness of clean white flannel j 
and then should be quickly cooled 
and well aired. 

Wise turkey breeders will not 
breed from the i-naie torn more than 
one year unless the same breeding 
hens are retained. 

No matter how highly 1>red and care- 
fully cultured a colt may be if it is 
not carefully trained and properly de- 
veh^ied it loaes its ▼alue. - * 

The first thing to do with the newly- 
born lamb is to get it full of the ewe's 
first milk, after which its chance for 
liTttif la oQual to that oC the calTs. 

For general or common use, caus- 
tic or burnt lime or ground limestone 
are employed almost ezclnalTely for 
the oonrection of soil abaarmaHtloi. 

Wetting the hoofs with a sponge 
and clean water every day, or simply 
dipping each foot Into a pall of wa- 
ter, will keep the feet from becoming 
dry. 

If there are two kinds of roughness 
for the cows this winter it will be bet- 
ter to feed of both at the same time 
rather than to feed oat one then start 
on the other. 

Look out for a collar that rubs a 
lap of flesh at every stride of the 
horse. It-ls liable to wear a gall on 
his neck, and much sooner sometimes 
than suspected. 

The neck and shoulders of a horse 
are points that must not be over- 
looked when buying. A weak neck and 
a narrow breast do not go wtth the 
most desirable horse. 

During the winter the dairy farm- 
er has more time to figure out his 
plans for Improving his system of 
farming. The great question should 
be to get a better and more proflta- 
bio lot of cowa. 



Tt would he easier to keep good 
men on the farm if the dairy farmers 
would keep better cows. A man ap- 
preciates the opportunity of handling 
good stock, and hen'ealf zes that some i 
responsibility is placed upon him if 
he knows that nothing but valuable ! 
and profitable cattle are kept Ij 



|»1K ^^jflC 



We tetl you now, and pay best market 

prices. We ar«? dealers; established 
lu lf?'-C; and cau vlo BEVrER for you 
than agents or commission mer- 
chaata. References any bank in Ijon- 
isville. Write for weekly price list. 

M. SABEL & SONS 
22T-29-31 a S3 E. Market St., tOVtSVilLE, KY. 
Dealers in FURS, HIOES, WCCL. 



In Dry Goods, Cloaks, Suits, 
Fi^ and Millinery 

Now Going On. 

Come 1 11" Wonderful Bargains 
In All DefMirtments 

TWIN BROS, i 



Two Kg Starw hi Cm Cor. 7Hi and Ifaia 

Paris, Kentucky 



8 




Margolens. 



The Best of. 

Home-Killed 

* 

Meats, 

Bacoii) Lard, Ham, 
lllkaf. Pork, Etc 




One of the Many Popula* 
Shapes That We Are Showing 

A moderately priced one, too. 
you are looking for ••The 



If 



* 

Margolen, 



Hat you'll find it in our pres- 
ten handsome display of smart 
millinery. 

I We have made extra effmrta 
this season to reach the idea of 
every woman and feel confident 
of your securing a satisfactory 

purchase here. 

Mrs. Corne Watson Baird. 




FOR RENT. 



corner 



Store room on Sooth- west 

Main and Fifth str 
poss8S3ion. Apply to 
' ■ 1! INTON. 




Unencouraging. 
"That audience cheered my remarke 

repeatedly." "Yes," replied the mo- 
rose man. "I never yet saw an audi- 
ence that wouldn't rather hear Itself 
holler than listen to somebody's talk." 



Unpoetic. 
"I shall leave footprints on the 
sands of time," said the idealist. 
"What for?" asked the 'crudely prac- 
tical person.' "Nobody will want to 
go 'round looking for footprints. What 
we want to do for posterity is the 
help build some good reads." 




WINTaR TOURIST TICKETS 

—TO— 

FLORIDA 



JIND 



ALL 
IQUIMICIIT 
UCtMCAULV 

LiairrcD 



SOUTHEC?N 

ON SAUB K>AiL.V 
— VU— 



QUErr^CRfSGEf 

ROUTZ .i 



DiNiNG CARS 
SERVING 
ALL MEALS 
A LA CAIVfS 



GOOD RETURNI NG UNTI L MAY 31, 1912. 
FOR niU PARTIGOLARS. CAUQN ANY IlUn AGENT/ QUEEM&CafSfiEXIBQUTE. 

H- C KING, PasMqpr aad Tkktt Ag^, Ml E. Mala St. LEXINOTON. KY. ' 
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PUBLIC SALE 



OF A 



Splendid Bourbon County Farm 

Hsring <lecidcd to qgfk farnyng/l will lell afc pnbUe outcry on 

TO-DAY 

TUESDAY, JANUARY 23, 1912, AT 2 O'CLOCK, P. M. 

ON THE PREMISES 

i -.v farm of 96i acres, utnated miles west of Paris, Ky., on the George- 
loWn pike. The farm will be offered in five tracts, as fMlows: 

Tract No. l~L>'ins on the EUsaheth Station pike and oontaioing 50 
acres, more or lees, of splendid land In a high state of cultivation. It is 
well fenced and watered and has a coB&fOrtable five-room house, and a 20- 
acre tobacco bam. 

Tract No. 2 — Lying on the Georgetovrn pike and Eliz »beth Station 
iunipike, ccntaiiis 50*acres of land, of wljich there is none better in the 
coii-'ty. 1: has two tenant houses, fencing good, and an extra fine spring, i 

Tract No. Fronting on the Georgetown pike and extendin.tr back to. 
the R. R,. contains AO acres, 30 acres being 16 year old Blue Grass 

8CKi- i-nd Ijalanci' in wheat 

Tracts Nos. 1 . 2 and 3 will be offered separately and then as a whole, 
and best bid accepted. 

Tract No. 4 - Fronting on Gcorp:otown j'ikc a:u1 cxtendin{; to F. & C. ; 
R. R.. contains 60 acres, niore or If^ss, U acres of virj^in soil, balance in rye, ' 
wiioat and stubble. It has a lu-aore tDl>ac'CD barn and a good rock pool. 

Tract No. 5— Extending from Georgetown pike to F. & C. R. R., con- 
tains l'>2 acres, more or less, 20 acres of virgin soil, 25 acres ol t»k] Blue Grass j 
sod, balance in highest state of cultivation. The improvements consist of a | 
large frame residence, new 15 acre toharc.) barn, stock barns, and other! 
outbuildings. All improvements are cQmfortabie. convenient and in first- 1 
class repair. It has two large rock pools, one being the best in the count> . ; 

Tracts Nos. 4 and 5 will be offered separately and then as a whole, and ] 
best bid accepte(\ i 

This is a beautiful countrj' home, and :^62 acres of the very best land in j 
the conaty, on one of the best roads, convenient to school and railroad, an I 
F. ft C. station being at the corner of farm. Every foot of this farm will I 
grow excellent tobacco. i 

TERMS— One-thiid ciah, balance in three equal payments* dae in one, i 
two and tfavee years, defwred payments bearing interest at the frate of 6 per j 
cent, and a lieilTetlMnedOB land until paid. Positive sale, no reserve. . j 

W. C. FERGUSON. 
OOL GEO. O. SKAKB^ AMdiMwer. [ 

For foctlier infonution addm* Hterb & Speakes, Pub, Ky. 



6EIS mmm 

V 

State of lUinois Buys Historie 
Trael for $46,00a ^ - 



People Gain Possession of the Pictur- 
esque Site on Illinois River Where 
the Indians Made Their 
Last Stand. 



#lcreTractofBluotaLaiid 



AT 



Ottawa, UL — Starved Rock passed 
Into the hands of the state of Illinois 
recently, when negotiations were con- 
cluded between the Illinois park com- 
mission and Ferdinand Walther of 
Chicago, who has owned the property 
for the past 22 years. The papers 
signed and exchanged show' that the 
state paid the sum of $46,000 for the 
290-acre tract, which It Is expected 
will prove to be the nucleus of one of 
the finest state parks in the country. 

The new state park preserve lies 
ten miles west of Ottawa on the south 
side of the Illinois river, and In addi- 
tion to Starved Rock. proper consists 
of precipitous cliffs, canyons and glens 
which rival many of Amnica's most 
famous scenic wonders. 

No spot in Illinois^ Is richer in his- 
tory or legend than Starved Rock, 
v.'hich waa visited by the early French 
missionary explorers and was also the 
scene of numerous bloody conflicts be- 
tween Indian tribes. Upon its lofty 
summit the Illinois warriors made 
their last stand and after being 
siarvrd were finally exterminated by 
iheir enemies. 

The fight for the acquirement of 
Starved Rock by the state for park 
purposes may be said to date back to 
the forty-sixth general assembly, al- 
though there was considerable previ- 
01! s agitatiOB in favor of the move- 
ment. 

At that session of the legislature an 

Ti ' was passed authorizing the ap- 
l)oiiitmcnt of a commission to Investi- 
ga*p and report on the preservation of 
certain lands for public parks, and an 
appropriation of $1,000 made to pay 
the expenses of the commission 

The members of the commission 
which clos^ thi deal are Prof. J. A. 




Scene fwom Act i,' 



Klein's Gredl Play, "The 



FIBLIC SALE 



As Executor cf Chas. Hall, deceased, I will seU at public auction on 
the premises, located five miles north-east of Georgetown, Ky. . on the Am- 

inerman dirt roa(J. a few hundred yards from the Newtown and Oxford tnm- 

;.ike. 1'- miles from Oxford and 2'- , miles from Newtown, on 

Weiiesday, Jai. 31, 1912, at ift OXlocka. m. 

tlie farm of deceased, and containing 410 acres. * 

This farm beinji located in th-^ Blue Tirass sccii<'n of Kentucky has a 
limestone soil and is especially adapt-d to the production of tx)bacco, hemp, 
com and such small grains as grown in this climate. It has on it three ten- 
ant houses with untbuildings. two tobacco barn-^. large enough to house 30 
acres or more of tobasco, is well fenced. and well supplied with water from 

springy and ponds. 

All of the farm a: present is In bhr gra-,s, tiniotb; and clover with 
the exception of al>out 100 acres, which is mostly in sniali irra.i:\. This land 
all lays well and the peculiar favorable qutlities of ite soil makes it an ideal 
tract of land for both agricy.ltnral and s i r 1: purposes. 

Prospective purchasers fron: a di - ande who desire ti inspect the farm 
before day of sale may call on Auctioneer B. B. Peak at Georgdtown, or for 
further desired information may call or write the undersigned. 

Terms will be made known on day of sale and will be made to suit the 
purchaser. 

3. M. MALL, Executor, 
of Chas. Hall, deceasecf. 

R 3. PEAK, Auctioneer. PARIS, KY. 






2:02 



The fnsleatSon •f AifcHm2aO»^ 

Si'-ed by Allercon 2:09-4 , the worUrs leading sire of standard performers; 
I dam Kathaiina (great brood mare), by Alcyone 2:27 ; second dam ^atie 
; Jackson; Uy Almont SS. Haider of worid's paetag xecoid, 1^ sritss, SOftX* 

TERMS: $50 TO mSURC A UVPIG raaL 



Peter Billiken (3) 2:16 1-4 

Son of Peter The Great 2:07 

leading sire of futurity winners, dam Baron Lassie, by Baron Wilkes 2:18, 
Winner of d-heat race against aged h( 



Temis: $50 to Insmc a LMi^ f ooL 

W. A. BACOIN, Paris. Ky. 



C OT g S I K li'"* 



■KB' SMPI 



Curadby the Mwvd nf the 

Century, B. BL BL— Tested fer 

30 Years. 



Orand Opera at Lexington. 



Hawking, si^tlhiig, fool breath, dis- 
charges of yellow matter permanent- 
ly cured with pure botanical ingred- 
ients. To prove it we will send you a 
SAMPLE T R E A T M E N T FREii 

Catarrh is not only dangerous bui 
it causes ulcerations, death and deca> 



Modern Equipnieiil» 
4 Barbers,. 
Hdl and Cold BadM, 



The remarkable amojnt of interest of bones, kills ambition, often causes 

loss of appetite, and reaches ro ijen- 
eral debility, idiccr and int^anity. Ii 
needs attention at once. Cure it by 



b'iirj,' shown in i.he coming cf the 
iAborn Englih Grand Oi^era Company 



! Jcmes cf Evr.n'^ion, A. Richards of Ot- 
j tawa and the Rev. D. L. Crowe of Ke- 
! wanee. 

The boundaries of the park district. 



to the Lexington Opera I]ous?se Jar. 

u-ary 22 and demonstrates t^e af- , taking Botarie Bh)'^d Balm ( B. B B.) 
pteciation ol' music in its higher lorms It is a quick, radical, permanent 
which tixats here. Musical authorities , euro Ijecausn it rids tiie syiicm ot the 
have noted the aid ificrease of iutcres. ' po:*<'ui .therms that cause catarrh. At 
amcn^ the general public in Americu ' the <anW tin)-^ lilood Balm « B. B. B.) 
, . , ^ , * . in ijran'l opera, csijeciaiiy v. hen sung ' pra iti; i l.o bloo-,1, doe.- av -v with 

, mcludmg l.loo acres, were laid out ; j., ^-^^ ^.,oat succcs--; of i Iv rv svmpth..m ..t catarrh. E. H. B. 

by Mr. Richards, secretary of the com- . ^p^. p^,. t.,„j. ^.f The Alj(»rn CoT.pany ' sei.ds a tingling ri..od or warm, ricl;, 
niissicn. This tract has a frontcge cf vca- procf of rise in musical luste. \ pur:^ blood direct to the paralyzetl 
five miles along the river, extending Consequently Miitin and isarjrent nerves, and paits atfectcd l-y caiarr 
from the Utica bridge to the South ! Aborn have not only reta nctJ the^fore- 
i Ottawa township line, including Fish- i must favorites in this conipai,y*s 
• Lurn's cave and Salt Well. The bal- ; double ca.st cf last year bat have add- 

„ , . . . 4„ „ A ed Other noted stars, and have increas- 

ance of tins property is o^Nned by ^ elaborated the choral and 



Evexytking Saaitarj. * 
Chndbmi's Weeir a Specialty: 

CARL CRAWFORD 



o ;t iT\, iiiy pe ople and options have | trchestraljcomplement for the present 



hal poison, p,ivin<^ warmth and 
strength just v. hero it is needed, and 
m tela way makiuij a perfect, lasting 
citre of catarrh in all its form;^^. 
Druggists or4>y exsress, SI per large 
bottle, with dii ections for heme cure 



n Samples sent free by writinj Blood 
djBalm Co,, Atlanta, C»a. Describe 





Essential to Comfort 

RFECTIO] 

Warmth is essential to com- 
x^,rt As you grow older, it is 
hardly lees fwentlil to IwaKlL 

Get a PofedMB SnoMew CM 
Hegter* and yoa keep warm and com- 
(octaUe m ytm iMMM^aojaiilir ^ weather without 
The Perfection gives a strong, wkfapread hesl^ gi^ il 
quickly. It m always read(y for use and banis mae hsys a sMj 



1 0 I 111 It can be caniii 
■o^^>e«, no wires, no fluc$; no ssike, oJp^ Of <Jirt» 

TKe beater tbat give* complete Mtoifacaaa. ^ 

ThU year-. Perfecbon i. fenuhed in «t»»"J>''r f '^^ ^'^aV. „i! 

- ■ mmA otMMtJi, y« itrom and durable m c am Ag piti 

y^moiuac-lockHf »preacler preTente •■H 

DeaWievWTwbere : or wrH«io««y as-cf •! lU 

Standard OU Company 

(Incorporated) 



been secured on practically all of it. i geasun. All of the members are chosen 

No provision or appropriation has | because of their success with this an 
been made for the emplo>;ment of help other A born companies in their annual ! vonr trouble and free medical advice 
Rock or for*the mainte- engagements in New York, Boston, given. Sole by Varden & Sor. KB 



at Starved _ - _ - 

nee or improvement of the prop- i Philadelphia, Chicago and other cities 



i erty. 



HAVE COURSE IN MATRIMONY 



0 which Messrs. Aborn have besn 
furnishmg grand opera in Eoglish for 
ten years past. 



High Seheel Girls Tiught Courtship, 
Motherera^ and Domestic 8cr- 
ence in 1.cs Angeles, Cal. 



lill More Than Wild Beasts. 

The nomber of people kille^ yearly 
i by wild beasts don*t approach the 
Esteem That Is Lasting. [ vast nnmber killed by ^sease g«rros. 

•There is no occasion to regard with ' No life is safe from their aUacks. 

ContiRiKil diblike one who had former- ! They're in air. water. 
ly a mean opinion of your merits; for ■ g"^ gra id protection anorded ^ 

Electric Bitters, which destroy and ex- 



Cement For Sale. 

We hav:; a few barrels of first clasa 
cement lefc that mm will asU hsisw tl 
T.arket price. 

PARIS LUMBER k M'F'a CO. 



To Ij 



u4 Hmm 



I have started a Magazine and 

Newspaper Agency. Lowest 
prices on all Magazines in circu- 
lation. I ask for your orders 
and help in getting .them from 
your friends. 

Sincerely, 

Mrs. Rasa V. 



Los Angeles, Cal. — A course of 
matrimony has been included in the 
curriculum, of the Gardens Agricultural 
High school here. Five classes of 
girls are daily taking advantage of in- 
struction in courtship, matrimony, the 
care of babies, mothcrcraft and do- 
mestic science. 

It Is planned that boys in Los An- 
geles shall be permitted . to take the 
course next year, but some doubt Is ex- 
pressed about the need of this. Tt is 
argued that "the female of the spe- 
cies" will be BO adept In the matter 
of courtship and marriage by the end 
of the year that she will have little 
difficolty in imparting her knowledge 
to the less deadly male. 

The girls are taught how to' deport 
themselves during courtship, and In- 
structed in household management, 
home dietetics, housekeeping ac- 
connts, dressmaking, mfflihery, aad 
?Ten In each practical matters as how' 
plumbers are supposed to do their 
work and how much ihey ahoold he 
paid. 



you are never so sure of permanent 
esteem as from the man who once es- 
teemed you lishtly, and has corrected 
his mistake-^if it he a mistak*^"— «ir 
Arthur Helps. 



A Vain Effort. 
I "Why don't you take an interest 
in affairs?" said the offhand adviser. 
I "Why don't you read the newspapers 

80 that you can converse intelligently 

: v. ith your hush&nd?" *'! tried to." re- 
plied young Mrs. Torkins, "but I 
madf* a mistake. I read the presi- 
dent's message instead'of the football 
news.** 



i pel these deadly disease germs from 

! the i«ystem. That's why chills, fever 
aud atrue.all malarial and many blood 
diseases vield promptly to this won- 
derful blood purilier. " Try them and 
enjoy the gloricus healtn and new 
; strength they'll give vou. Money back 
< f not satisfied. 25c at Oberdorfer's. 

Nowadays. 
It's a wise play that knows its own 
ast^.— Harper's feasar. 



Hot and Gold 

BATHS* 

Hot and coldj baths. 

Everything neat and clean. Polite 

barbers always ready to wait on the 
it. Ha laiig waita. Yes ars m 

M. A. KAHAL. 




Kissed Lad Dead of Rabies. 

Brighton, Mich. — Mr and Mrs. 
James Avis, their two sous and two 
daughters knelt by the bedside of 
their son and brother, James Jr., and 
kissed him goodby. A post mortem 
proved that the youth died of rabies 
and now the family of six are patieata 
at an Ann Arbor institute. 



Worry as a National Error. 
At the door of worry are laid 50 per 
cent of the troubles of the American 
people. Scientists who have^ devoted 
themselves to a study of worry and 
ita influence on the mind, do not hesi- 
tate to say that Americans are the 
worst offenders. 



Ends Winter's Troubles. 

"To'many winter is a season of trou- 
ble. The'trost-bitten toes and tinkers 
chapped hands and lip^. chiiblains, 
cold sores, red and rough skins, prove 
this. But soch troubles tly before 
' Bncklen's Arnica Salve. A trial con- 
vinces. Greatest healer of burns, 
boils, piles, cuts, sore?", bruises, ecze- 
ma and s pyains. loo at Qhe rdorfer^s. 

A Dtflnltion. 
The dream la 
^lAdy Orsgosy. 



Exceptional Case. 

First Beggar— I tell you. Bill, it pays 
ter be polite. A Thank yer' never 
hurt Bohody. Second Beggar — It did 

me. I said it to a lady without think- 
in' when I had me deaf and dumb card 
on, an' she had me arrested for an 
imposter.— Boston Evening Transbript 



Panaa's Paam a Gem. 

From Rev. H. Stabenvoll, Allison, 
la., in praise of Dr. King's New Life 

Pills: 

"They're such a health necessity. 

In every home these pills should be. 
If other kinds von've tried in vain, 

USE DR KING'S 
And be well again. 

Only 25c at Oberdorfer's. 



TOBACCO 
HAUUNO... 

We are prepared to haul 
Tobacco to the markets at 
any point. No crop too 
]ar]?e. We can> farniA teams 
and wagons. 

TRANSFER.... 

Best equipped transfer line 
in the city. Special atten- 
tion given to all kinds of 
hauling. Moving is our 
specialty. 

MARTIN BROS. 

Eighth Snuar— Both Phones. 



leisure i^ith W* WaiofiL 
Prampl pa^rinf non 
cocFpanies. tf 
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Saturday, January 20th, 

At 8 OtlMk. Ik nt. We OpCMd Cor Doors Witt a 
SrieTM Edpoe AiW(lita« Ever Before 
Attcmplcrf M PSvis* 

Sevei'al lar^xe Eastern manufacturers, anticipating a 
record-breaking holiday trade, stocked lieavily so as to 
take care of "hurry orders. " The unseasonable weather 
and the lack of snow in December, throughout the entire 
country, affected the Shoe industry more than other lines, 
and "hurry orders" were few and far between. Our 
buyers, always dn the spot, iinaliy induced them, owing 
to our immense outlet, to consign these goods to Dan 
Cohai to be converted into ready money. 

If YoM Vdiie lilMey, If YoM Virfiie SboeComfoit, and 
If Ym Value Style, We Advise Yau 

To Come At Once. 

One Lot Ladies' $1 .75 and $2 vabas in Patent Coft, 
Gun Metal aarf Kid, Mtm aad lace, 

Sale Price ^ 

Ladies' $1.25 Congress Sippers, made 
ar,aafk Md^lipar fdaai toe» Sale Price 09C 

Ladies' 60c SUmn Robbers ^ A a 

Sale Price OwQ 

One Lat of Ladws' %2JS0 and $2.75 values includes 

some of the latest style 1 6-Button 
Boots, in Gun Metal and Patent, CI CI 

Reduced to 1 ; | p ^7 57 

One Lot Ladies' new style 16-Button Boots, made 
in Tan, Gun Metal, Patent Colt and J§ ^% 

Velvet, $3.50 value. Reduced to ^Ma^Tw 

Misses* $2 and $2.25 values in Patent Colt, Gun 
Metal, aud Kid, battan aad hoe, CD-f 

Reduced ta _ 9 | 

150^irs Mtees' $1 J25 la $1.75 

Grown Girls' high 1 6-Button Boots Patent and Gun 
Mdal, acM bads, $2.50 vabes, ||^-fl OA 
Rcdaoad la :. 9 I 

Boys' and Youths' Box Calf Shoes, ail ^%^\_g ^ 
sizes, 1 1-2 to 5 1-2, Sale Price 

One Lot Boys' $2.00 Box Calf Shoes, some odd 
sizes, high cuts included, Ji A 

Sale Price „_ 9 

One Lot fadaafs Safc Soles, 25c vafaie, at 9c 

Misses' Storm Rubbers, at 39c 

One Lot Men's Fan and Black, heavy 
High Cuts, $3 value. Reduced to mm^9^9 

OaeLatMcn's$2and$2.50Shaes, ^4 ^A 
brakcn 9iaes» Reduced to ..t9 ■■Hr9 

One Lot Men's Patent and Gun Metal Shoes, 
$4.00vabies, AO A A 

Reduced to : _wiCa9%7 

One Lot Men's 3-Buckie All-Rubber ^ ^ 
Aittics, $3.50 value, at „ ■ 

Onk Lot Men's Cloth BucUe O A ^ 

Arctics, at ^ v7 

— / 

OaeLot IM'aPdteat $4Wdft. 
OvcrShaes^lMuoadto I w 

One Lot Men's Patent Shoes, broken sizes, Q Q C 
$2.00 to $3.00 values, at „ 

DAN COHEN, 

• 336 Main St., Paris, Ky. 



Laymen's Caaikreacc l#il0 Held 
Here. 

The Lawmen's Conference of the 
Preaoyterian church will be held in 
this city on January 30, beginning »i 
10 u'clock a. m. and doting with the 
evening service. The seaajons of the 
eonfereoee will be held in (hv Presby- 
terian church. The conference is de- 
signed eapeciall> for the laymen but 
all the seasions ' except the banquet 
wiir be open to the general public. An 
invitation has been extended to all 
other religious denominations to at- 
terd the sessions. 

The ladies of the Paris church will 
give a banquet at 6:30 o'clock on the 
evening of the conference to the visi- 
tors and the local congregation. The 
subjects for discussion at tha sessions 
cf the conferenoe are, in general, 
"The Every Mernl:er Canvas Plan oi" 
Systematical Bereficerce" and "The 
Home Mission Evangelistic Work in 
Our Neighboring Territory." 

Some of the greatest speakers of the 
country will be oa the program as tol- 
lows : 

Kev. S. S. Lyons, D. D , of Louis- 
ville, will gpeak on "Presbyterian 
Men." 

Rev. H. H. Sweets. U. D., of Louis- 
ville, on "Home Missions." 

Kev, Homer McMillan. U D.. of 
Atlanta, Ga . on "Hume Missions.'" 

Uev. S. M. Lo«an. D. D., of Wil- 
more, Ky.. on "The DeAcon'a Part in 
the Assembly Plan." 
i Prof. C. (i. Crooks, of Cdntral Uni- 
I veraity. Danville, on "At Your Own 
I Uoor." 



Creek Kise Breaks Ice. 

The sudden rise of iStoner creek Fri- 
day follwoing a brief warmapeli broke 
the ice which was frozc-n to a thick- 
ness of frorn^four to six ii.chea ard the 
crystal began to flow in the swift 
stream Friday i..otning. When the 
ice first gave way. according to those 
who witnesiu!d the epfct^cl'j it wss 
gorged in some places to a height of 
six or seven feet. Up until noon Fri- 
day the ice continued to flow, caused 
by the break farther up the stream. 
This is the firat time in tke memory 
of the oldest citizens that an ice flow 
has cccurrcd in Stoner cr^ek. 

Wiil inspect Paris Commandery. 

Sir Knight F. W. Hardwick. Emi- 
nent Grand Standard Bearer, will visit 
Toeur de Lion Commandery No. 26, 
Knigrhta Templar. Friday. Jinuary 26, 
1912. at 7 o'clock p. m.. for the pur- 
pose of makins the anual inapectior. 
The Order of the Temple will be con- 
ferred. A full attendance id desirerl 
and the Knights are requested to bring 
their unifetma. 



THEATRICAL. 



'*THB GAMBLERS." 

Charles Klein's greatest play. "The 
Gamblers," which run throughrut last 
season at Maxine Elliott'.s Theatre. 
New York, comes to the (]rand tonight, 
Tuesday. The story of the play has to 
dojr with a proup nf bankers, the 
youngest memljer of whicn aj^rees to 
^'^o to jail and I'ay the penalty for a 
techincal offense of which ail are 
guilty, provided his father, an inno- 
cent man, shall not suffer. The story 
of the attempt of the ycung bank 
oftii.'er to net ail the others fiee, and 
his love for the wifp of the cold-i)lood- 
ed prosecuting attorney, innocently 
brought into the allair, is one of the 
most K'rippintj plays theatregoers have 

; had oltered them in many a day. 

j This is a Ki?w & Erianger produc- 
tion and one of the strongest i>lays, 
both scenically and in regard to castf 
of characters that this well known 
copmany has this reason. Seats may 
be reserved at Mitchell & Blake«nore's 

, Saturday. The Lexington Opera 

[ House Orchestra will furnish the 

I music. 

"THE GIRL FKOM U. S. A." 
"The Cirl From U. S. A." which 
appears at the Paris Grand on next 
Friday, .lanuary 2<), is said to be a 
literary invention. It makes ever\ body 
sit up and take notice. Though show- 
ing in its evolution the social life of 
the orient in its two most striking 
phases, it is eo vividly American in 
sentiment, so vigorously clever in 
(iialggue. and astonishingly true as to 
, type an<l characters, that no one ever 
I thinks that any of it exciting eompli- 
cations or other than the natural 
events of real life portrayed so strik- 
ingly. Of course it is a love story. 
A story of hate also— with its twin 
I revenge of unlawful desire and law* 
i-ful triumph. And it shows in vivid 
'gleams the complicated politics of 
other lands, and the close relationship 
I of our own government with the sne 
' free press on earth, whose mighty 
\ oice rontrols the world and decides 
t he fates of individuals and nations. 
Prices 25 and 35 cents. Reareved seats 
at Mitchell & Blakemore'«. 



Special Ciubhint Rate for M 



By special a ran.trement the News is 
enaolcd to furnish the most attractive 
clubbing rate ever put before the pub- 
lic For the next (V) days we will offer 
the Daily Chicago Exaimner, re^nogoiz- 
ed as one of the foremost journals of 
the United States in co/inection with 
ike Bovrtea News, for one year for 
$S.1S. TkieifAffrtet opportunity to 



secure both papers at a great reduc- 
tion. All subscnptioBs sbovld be seat 
to the^News. tf 



January Bargains. 

We are offering great bargains on 
all furniture during the roontli of 
January. Call in and look them over. 

J. T. aiNTON. 



Social Side of Reunion For 
Dasgh'tera. 

-liie social side of the coming Re- 
union of the United Veterans at 
' Macon. Ga., May 7-9. 1912. will be 
very interesting to the United Daugh- 
ters of the Confederacy, for Mrs. 
I Walter D. Lamar as Chairman of the 
j Woman's Auxiliary is makinu: a Rpeci- 
I al effort to eclipse in a social way any 
previous reunion, as far as the Daugh- 
' ters a^e concerned in the coming 
, event. 

Mrs. Lamar has appointed the fol- 
lowing- well known la^Jies lo assist her 
in this important pari of the work: 

Hcspitality— Mrs. E. J. Willintjham. 

City Beautiful— Mr.s Walter Grace. 

Entertainment of Maids and Spon- 
sors Mrs. Chaa. H. Hall. 

Decorations Mrs. John A. Seldea. 

Finance r-lirs. A. Flew Holt. 

Musie— Mrs. Janes W. Callawajr, 
Jr. 

j Press Miss Ida Holt. 
■ These conipaittees are meeting quite 
I frequent and they are doing a wonder- 
! ful amount of active work. Mrs. 
\ Lamar has also the city divided into 
I 25 sections, each of which has a sub- 
! chairman tfnd the ssme sub-commit- 
j tees, the whole working under one 
head, that of Mrs. Lamar. 

The U. D. C.'s will work in conjunc- 
tion with the Sons, and those who at- 
tend the reunion will find a reel 
Georgia boapitable welcome awaiting 
them upon their arrival the "Tlie 
MagoAtic Center" of Dixie. Infor- 
mation of any kind desired by the 
Oaoghters will be cheerfully given by 
addMsaiBg the General Secretary. B. 
H. Hy^'ttah. 
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Saturday Was The Biggest Day In The History of Our 
— Business In Point of Sale s = 

Which Proves That the People of Paris and Bourbon County Are Awake to the 

♦ 

Greatest Opportunity Ever Presented Them For the Purpose 

of Saving Money on Clothing and Men's Wear. 

Never before in the history of sales has there been such a sale as this one. where all the 
seasonable merchandise is included, where you have your choice of this season's best styles 
from the country's best makers, where buying Clothinif is a matter of investment, for we are 
donating to the people our share of the profits when we offer such merchandise at such 
ridiculously low prices. 

It was our purpose when we inaugurated this sale to reduce ouf stock, and when we 
have reduced it to the point we are striving at, this sale will close, then the merchandise 
goes at only the regular prices. Come to-day, prepare to lay in your supply of Clothing and 
Men's Furnishings for a year. 




CItthes Are SmtOiag Wn mU Un. 



Ccpyrighi 19il 
IT* Haaeof Km iiiliiiBir 
ChictaD 



Wliea'Ssdi aa Opportanity fer Saving Neaey Taitf 

fresents Itself, Then Take Advantage of it— Bay 
To=doy Money Saved is Money Made. 

$9.98 For Suits and Overcoats ihat sold for $12. oO. 

$11.9S — For Suits and Overcoats that tM for I15.0QL 

$14.f8 — For choice lot of patterns and styles in Gieys. ttaekaand 

Brown that sold for $20. UO. 

$16.96 For Suits and Overcoats that sold f<>r $22.50. 

$18.96. . . .A beautiful selection of Suits and Overcoats in the season's 

newest styles of Grey. Brown and Black, in Worsted. 

Cheviot, Cassimere and Shetlands, that formerly sold for 

$25.00. The biggest selection we show. 
$21.98. . . . For Suits and Overcoats that sold for $27.98. 
$23.98 I For Suits and Overcoats that sold for $30.00 and $35.00. 
127.96 i ' 'The patterns we show in these are equal to the finest of 

Custom tailoring, and the workmanship and fit the equal. 

Why Not Save $1 to $2 on Your Pants. 

You'll need a pair, perhaps, to tide you over :he winter, and 
voirll SLirely save m(»ney by buying them during our sale. 

We've always made a specialty of Pants, carry a Ing stock of 
them in all sizes, to fit anyone — waists 90 to 52, lencrths from 

29 to 36. • , 

Every Pair of Pants in Our Stock Reduced. 
Paragan and Dutchess Makes. 



All Boys' Suits and Over- 
coats Reduced. 

We've never shown a better selection of 

Children's and Boy's Suits and Overcoats 
than we are now showing. You get the 
pick of them at the price you ordinarily pay 
for medium grades. 


Manhattan Shirts. 

You'll find the best selection of this famous 
Shirt here at all times, and now at prices we 
offer them. It's like ipetting money fren 

home to lay in your supply now. 

$1 .50 Manhattan Shirts $1 .1 5 

$2.00 Manhattan Shirts ^ $1.48 

$2.50 Manhattai i Shirts $1 .88 


Genuine High Rock Fleece-lined 
Underwear, 50c grade, Sale Price W 


Dr..Jaros Health Underwear, the wann- 
est— flalKP.io^. 


$3 and $3.50 Hats Now $2. 

Your choice of any s3 or >'3.50 Hat in our 
house, including all the newest shapes in 
Telescopes and Alpines, in all • finishes. 
Scratch-up, Fuzzy and Kettle. 


Bradley & Phoenix Alufilers— 50c Grade, 
Sale Price •2Sc. 


2 doz. Combination Sets, T consisting of 
Handkerchief, Tie and Socks, all matchinsr— 
HaU-Mce. 



At the prices we are offering the above well-known and 
you can save from $5 to $50 by supplying your wardrobe now. 

Remember you can't buy such goods as Uiese at sudi prices every day in 
the year. 

^SAT. X>^A7^IS • dte OO. 

We Pre-p^y Express Charges Anywhere Within 100 Miles on Purcha^ Amounting to $5.00, 

or Over— Mail Orders Promptly Filled. 
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